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FOREWORD 



This textbook has been prepared under the direction of 
the Defense Civil Preparedness Agency (DCPA) Staff Col- 
lege for use as a student reference manual in radiological 
defense courses. It provides much of the basic technical 
information necessary for a proper understanding of ra- 
diological defense and summarizes RADEF planning and 
expected operations. 

This textbook is not intended to provide RADEF opera- 
tional procedures or direction for the development of 
RADEF plans and organizations. Such guidance will be 
found in other DCPA publications. 
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CHAP7EK 1 



INTRODUCTION TO RADIOLOGICAL DEFENSE . 



A strong civil preparedness program is 
vital to this nation's security. Today, ev- 
ery citizen and officials at every level of 
government should be concerned with pre- 
paring for disasters of all kinds. This book 
is primarily concerned with one such po- 
tential disaster; that of a nuclear attack 
on this country. 

This chapter will show why civil prepar- 
edness is vital to our security by stating 
the nature of the threat we face and the 
role that an effective preparedness pos- 
ture can play in our national response to 
that threat. It will also define what we 
mean by ''radiological defense" and will 
indicate how such defense is organized. 
Another objective of this chapter, and per- 
haps the most important one, is to explain 
how effective radiological defense requires 
trained and dedicated personnel. We can- 
not develop a radiological defense capabil- 
ity unless we can count on all of our citi- 
zens to learn something of the nature of 
nuclear radiation and to gain an under- 
standing of the measures that can be 
taken to defend against its effects should 
this nation ever face nuclear attack. 

THE NATURE OF THE THREAT 

1.1 Any assumptions about a possible 
nuclear attack upon the United States are 
dangerous since we can never be sure 
about a potential enemy's objectives or 
even specific capabilities. Studies made by 
the Department of Defense and others for 
exercise purposes use attack patterns that 
represent current estimates of weapon 
size and total yield that could be delivered 
on this country in an all out nuclear at- 
tack. 

1.2 Specific attack patterns assume 
hundreds of nuclear weapons with many 
millions of tons of TNT equivalent are 



dropped on a mixture of military, indus- 
trial and population targets as both sur- 
face and air bursts. The results vary, of 
course, but the unmistakable ; fact re- 
mains that millions of Americans would be 
killed outright in any such attack by the 
direct effects of blast and fire. The loca- 
tions at which weapons were detonated 
would suffer unprecedented physical dam- 
age and the fallout radiation from surface 
weapons would affect hundreds of e.quare 
miles in a downwind direction from those 
bursts. Additional millions of casualties 
would be caused depending on the amount 
of fallout protection available in the af- 
fected areas. In one simulated attack in 
which 800 nuclear weapons of 3,500 mega- 
tons were assumed, there would be about 
97 million peopje killed either outright or 
who died subsequently from the direct ef- 
fects or from fallout. Another 30 million 
would have been injured but would sur- 
vive while the remaining 67 million out of 
a total population of 194 million would not 
be affected. 

1.3 Three things are worth noting 
about this threat. They^are: 

First, there is no equivalent in human 
experience for the destructiveness of 
multi-megaton hydrogen weapons. It is 
worth remembering that all the bombing 
raids on Germany in World War II ... by 
all the allied forcesr. . . together totalled 
but one megaton. 

Second, not only are the weapons in a 
new dimension of destruction, but the de- 
livery systems are now in a new dimension 
of effectiveness. Unless an anti-missile- 
missile is developed that can not only hit 
an enemy missile, but hit it almost imme- 
diately after it leaves the launching pad, 
and further, can discriminate between 
missile and decoy, the advantage in 
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modern strategic missile warfare seems 
certain to remain with the attacker. This 
factor, coupled with the enormous destruc- 
tiveness of modern weapons, places a 
premium on surprise. 

Third, this hypothetical attack would 
produce casualties to more than half of 
our populati.m under the conditions then 
prevailing. If ihe conditions were changed 
to the extent of providing an effective civil 
preparedness program, the casualties 
would be reduced to a major degree. 

NOTE 

Our systeni of ethics is based upon the 
belief that each individual life is pre- 
cious. This belief underlies all our 
American institutions. It is, in facty 
the basic ivay ive differ from systems 
embracing totalitarianism, where the 
individual is the servant of the State, 
rather than our system ivhere govern- 
ments derive . . their just poioers 
from the consent of the governed . . 
This central fact, which motivates the 
gover^iment in ivorking for civil pre- 
paredness, should not be obscured by 
statistics dealing loith millions of cas- 
ualties. ^^Megadeath'^ like ^^genocide" 
are loords that spring from systems of 
govemiment alien to our way of life 
and our system of right and wrong. 
Unfortunately , the grim facts of the 
missile age force us to consider these 
terms, so hostile to our belief in the 
supreme value of the individual. 

THE ROLE OF CIVIL PREPAREDNESS AND 
RADIOLOGICAL DEFENSE 

1.4 The national defensive posture of a 
nation incorporates, among other things, 
the concept of "Active'' and "Passive" of- 
fensive and/or defensive capabilities. "Ac- 
tive*' offensive and defensive capabilities 
include items such as a nation's military 
forces and arms, both conventional and 
nuclear, as well as any other capability 
which represents an "Active" resource for 
implementing and maintaining an offen- 
sive or defensive posture. ICBM's, bomb- 
ers, naval ships, etc., represent obvious 
examples of an **Active" capability. "Pas- 
sive" capabilities, however, are those 
items lacking the visibility of a military 
force, but which may contribute signifi- 
cantly to a nation's defensive capability. 



Civil preparedness is a prime example of a 
"Passive" capability. 

1.5 The Strategic Arms Limitation 
Talks (SALT) were designed to effect a 
balance of power among the two primary 
nuclear powers — the United States and 
the Soviet Union. The SALT negotiations 
would basically effect this balance by plac- 
ing limitations or curbs upon the "Active" 
offensive and defensive capabilities of a 

.nation. It then becomes apparent that, 
assuming the effectiveness of the SALT 
negotiations, a nation with a strong'^as- 
sive" defensive capability occupies a posi- 
tion of strength. Herein lies the impor- 
tance of civil preparedness and radiologi- 
cal defense. 

1.6 Since the civil preparedness pro- 
gram is a vital element of a meaningful 
**Passive" defensive posture, it is ex- 
tremely important that it be an effective 
element with trained personnel ready to, 
provide an immediate response in a crises 
situation. Thus, in terms of the recogniz- 
able nuclear threat, radiological defense 
occupies a very realistic and substantial 
role within the United States civil prepar- 
edness program and within the total de- 
fensive posture of the nation. 



RADIOLOGICAL DEFENSE 

1.7 In evaluating the results of a hypo- 
thetical nuclear attack upon the United 
States, several means of protection must 
be utilized. Assuming that a crisis period 
or period of marked increased interna- 
tional tension will probably preceed an 
actual attack, crisis evacuation procedures 
can remove segments of the population 
away from probable high risk areas. Addi- 
tionally, to the extent that it is available, 
protection against blast and other direct 
effects should be taken by utilizing availa- 
ble shelters. Equally important, however, 
is the need in all defensive plans for pro- 
tection against nuclear fallout. Radiologi- 
cal defense maximizes this type of protec- 
tion. 

1.8 Thus, radiological defense is an ex- 
tremely important element of civil prepar- 
edness. Radiological defense is defined as; 
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Th« Organized Effort TKrough 
D«t«ction, Warning, and 
Pr«vantiva and R«m«dial Measures 
To Minimize the Effect of 

Nuclear Radiation 
on People and Resources. 

GENERAL RADIOLOGICAL DEFENSE 
REQUIREMENTS 

1.9 Following are the requirements of a 
sound radiological and civil preparedness 
program: 

(a) A system of shelters, equipped and 
provisioned to protect our population from 
the fallout effects of a nuclear attack. 

(b) Organization and planning of emer- 
gency actions necessary to restore a func- 
tioning society. 

THE IMPORTANCE OF SHELTERS 

1.10 Shelters — both individual and 
community — are **keys'' for survival. This 
is because shelter plays a dual role, in an 
effective radiological defense program; 
first, as a shield protecting individuals; 
and second, as a shield protecting the per- 
sons' who, by possessing special knowledge, 
skills, and habits of organization, can com- 
bine to assure the continuing of a func- 
tioning, democratic society. Thus, a shel- 
ter is not only a passive shield; it is also an 
active element in the system of counter- 
measures that would have to be taken to 
assure the survival of the nation after ;an 
attack. 

As. radiation' levels decline, , people can 
leave their shelters to perform needed 
tasks of recovery. But when can they 
leave their shelters? This and other ques- 
tions, such as determining what the radia- 
tion levels are within the shelter, can be 
satisfactorily answered in one way only: 
through accurate measurement or moni- 
toring. 

MONITORING AND THE MONITORING 
SYSTEM 

1.11 To assure adequate measurement 
of radiation levels to support postattack 
radiological defense operations, the nation 
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needs a large number of fallout monitor- 
ing stations. Some of these stations may 
be located within community shelters, 
since such shelters form strong points of 
survival and bases of ultimate recovery 
operations. Those commu^nity shelters 
that provide for extended geographic and 
communications coverage are particularly 
suited for serving in the additional capac- 
ity of monitoring stations. 

1.12 Whether in separate monitoring 
stations or carrying out monitoring proce- 
dures from community shelters, the pri- 
mary job of the monitor will be to supply 
information on radiation levels, informa- 
tion basic to survival and recovery opera- 
tions. In carrying out their duties, the 
monitors should receive technical direc- 
tion and supervision from their organiza- 
tional Radiological Defense Officer. 

RADIOLOGICAL DEFENSE 
ORGANIZATION 

1.13 As stated in Public Law 85-606, it 
is the intent of Congress, in providing 
funds for radiological defense, that the 
responsibility for such defense be ^Vested ^ 
jointly in the Federal Government and the 
several States and their political subdivi- 
sions." The division of responsibilities 
among governments, which is a central 
feature of our Federal system, is fully 
reflected in the organization of radiologi- 
cal defense. The DCPA recommended pro- 
gram describes in some detail the respon- 
sibility of each element and level of gov- 
ernment, and the organization established 
to give effect to these levels of responsibil- 
ity. 

1.14 In order to make the radiological 
defense program a success, there is need 
for radiological monitoring stations at 
Federal, State, and local facilities 
throughout the nation. This means that 
there is a need for money to pay for the 
instruments and equipment required; 
there is need for management to assure 
that these stations operate effectively and 
in one coordinated system. But there is 
even more need for trained men and 
women who can operate the equipment, do 
the other specific jobs needed, and provide 
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leadership in radiological defense matters 
on the local level. An essential part of such 
local leadership is the training of RADEF 
personnel. 

1.15 DCPA training courses are de- 
signed to produce a core of competent ra- 
diological defense personnel including 
those who will go back to their communi- 
ties and train others. For without trained 
people, the best laid plans become little 
more than complicated dreams. Trained 



men and women breathe life into plans. ■ 
This is the reason behind the organization 
of DCPA courses. The courses offer the 
training. If that offering is taken— to the 
fullest potential — then all the effort, and 
planning, and hopes of those deeply con- 
cerned with protecting our society, from 
the President on down, will be realized. 
For on men and women like ourselves, in 
the last analysis, will lie the success of the 
radiological defense program. 
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CHAPTER 2 



BASIC CONCEPTS OF NUCLEAR SCIENCE 



We will begin by ending the mystery. 
Since the aim of this book is to help you in 
your work of radiological defense, it is 
essential that you understand what you 
are defending against — nuclear radiation. 

This, then, is the primary objective of 
this chapter: 

Understanding Nuclear Radiation 

There are many kinds of radiation, some 
of which, such as long and short radio 
waves, infrared (or heat) radiation, visible- 
light, and ultraviolet radiation are famil- 
iar to all of us. However, nuclear radia- 
tion, the noiseless, odorless, unseen, unfelt 
something that can be so deadly seems, as 
Winston Churchill said of Russia, "a riddle 
wrapped in mystery inside an enigma". 

Fortunately, this need not be so. A few 
concentrated hours of study will quickly 
make radiation understandable. 

However, if our job were how to stop air 
contamination from automobile exhausts, 
wie would not get too far by confining 
ourselves to the nature of the exhaust 
alone. It would be necessary to study the 
fuel, the way the auto engine burned the 
fuel, as well as many other things. Only 
then could we understand, and possibily 
cope with, the factors in the exhaust 
fumes that were harmful. 

The same need exists with nuclear ra- 
diation. If we are to understand it, we 
must see the whole picture; we must know 
the why as well as the what of nuclear 
radiation. 

Therefore, to help us understand nu- 
clear radiation, the major objective of this 
chapter, we must also have some grasp of: 

WHAT is meant by ^'matter'* and "en- 
ergy 



WHAT are the kinds of nuclear radia- 
tion 

WHAT is the language of nuclear 
physics, the terms, signs 
and symbols used to de« 
scribe the world of the atom 
and radiation 

WHAT is the structure of the atom 

WHAT is the nature of its parts 

HOW do these parts behave 

HOW is nuclear radiation measured 

TWO FUNDAMENTALS AND A 
BOMBSHELL 

2.1 There are two physical laws that we 
must understand before we talk about the 
atom, 

2.2 The first of these is known as the 
LAW OF CONSERVATION OF MATTER. 
According to this law, the total mass of the 
material universe remains always the 
same, regardless of all the rearrange- 
ments of its component parts. This was 
first demonstrated by the brilliant French 
physicist Antoine Lavoisier, whose genius 
was cut short by the French Revolution. 
Lavoisier burned a candle of known 
weight until it disappeared. He then 
weighed the oxygen used by the burning 
candle, the wax that remained and the 
foul gas 'carbon dioxide) and water vapor 
formed by the burning candle. He found 
that the weight of the candle that disap- 
peared and the weight of the oxygen that 
combined with it equalled the weight of 
the carbon dioxide and water vapor. This 
is one demonstration of the LAW OF CON- 
SERVATION OF MATTER, 

2.3 The second law of conventional 
physics is known as the LAW OF CON- 
SERVATION OF ENERGY. This law 
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states that one form of energy can be 
converted to another form, but the total 
amount of energy in the universe neither 
increases nor decreases, 

2.4 Until 1905, matter or mass and en- 
ergy were looked at as separate entities, 
as indeed they appear to be. 

2.5 Then, a young mathematician and 
physicist working in the Swiss Patent Off- 
ice produced a bombshell. The young man 
was Albert Einstein. He said, in what is 
probably the most important mathemati- 
cal equation in history, that E equals mc^, 
or, in plain English, that there is an exact 
equivalence between mass and energy. 
Mass can be converted to energy and, even 
more strangely, energy can sometimes be 
converted to mass. 

2.6 According to Einstein, it is not 
mass or energy as a separate entity, but 
rather the total mass-energy of the uni- 
verse that remains constant. In his equa- 
tion E = mc* E stands for energy, in ergs, 
generated by any reaction; m is for **mass" 
in grams, lost in any reaction; and c is the 
speed of light, equivalent to 3 x lO**' cm per 
second (186,000 miles per second). 

NOTE 

As you read through this and other 
chapters you may meet words and 



terms new or unclear to youy such as 
'^ergs". All of these words are included 
in the GLOSSARY found at the end of 
the text. 

POWER IMPLICATIONS 

2.7 Although no one has succeeded 
through nuclear fission in converting to 
energy more than a small fraction of any 
mass, the advantages of nuclear fission 
over chemical power (such as combustion) 
are enormous. (See Figure 2.7 for some 
examples). For instance, in the fission- 
ing of uranium, as in the bomb dropped 
over Hiroshima, only a minute part of the 
total mass of radioactive substance is 
changed to energy — but this release of en- 
ergy is gigantic. The Hiroshima blast was 
equivalent to 20,000 tons of TNT. This was 
produced by the fission of 2.2 pounds of 
uranium (since only a minute part of the 
total actually underwent fission, the ura- 
nium contained in the bomb was consider- 
ably more than 2.2 pounds). Why so little 
mass can produce so much energy is pre- 
cisely what was explained in Einstein's 
E =mc2 formula. 

NATURE OF MATTER 

2.8 About the year 1900 a chemist, if 
asked to explain the material world in 



FISSION Of ONE 
POUND OF UR/iNIUM 




1400 
TONS OF COAL 



PRODUCES AS 
MUCH ENERGY AS 

COMBUSTION OF.... 




290,000 
GALLONS OF GASOLINE 




40«000.000 
CUttC FEET OF NATUNAL OAS 



FiouRE 2.7. — Nuclear energy as compared with chemical energy. 
Figure 2.7 — Nuclear energy as compared with chemical energy. 
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non-technical language, would have spo- 
ken somewhat as follows, stressing certain 
facts that are still valid and are atill fun- 
damental to an understanding of more re- 
cent discoveries. 

.•-2.d ^ The -cherai^t .would..5peak ,of ELE- 
MENTS, of the ATOM, of MIXTURES and 
COMPOUNDS, of ATOMIC WEIGHT and 
the PERIODIC TABLE. Let us take these 
one at a time. 

2.10 J?/emen^s.— All material is made up 
of one or more elements. These are sub- 
stances that cannot be broken down into 
other and simpler substances by any 
chemical means. Our 1900 vintage chemist 
did not know it, but you will see later, that 
it is possible to cause both decomposition 
and production of certain elements by 
means of nuclear reactions. There are now 
over 100 known basic materials or ele- 
ments such as iron, mercury, hydrogen, 
etc., that have been discovered and classi- 
fied. Some have never been found in a 
natural environment, but are manmade. 

2.11 Iron, mercury, and hydrogen — ex- 
isting at normal temperatures as a solid, a 
liquid, and a gas respectively— are typical 
elements. By heating, a solid element can 
be changed to a liquid and even to a gas. 
Conversely, by cooling, a gaseous element 
can be changed to a liquid and even to a 
solid. 

2.12 The A^om.— The smallest portion of 
any element that shares the general char- 
acteristics of that element is called an 
ATOM, which is a Greek word meaning 
INDIVISIBLE PARTICLE. 

2.13 Mixtures,— Elements may be 
mixed without necessarily undergoing any 
chemical change. For example, if finely 
powdered iron and sulfur are stirred and 
shaken together, the result is a mixture. 
Even if it were possible to grind this mix- 
ture to atom-size particles, the iron atoms 
and the sulfur atoms would remain dis- 
tinct from each other. 

2.14 Compounds. — Under certain condi- 
tions, however, two or more elements can 
be brought together in such a way that 
they unite chemically to form a compound. 
The resulting substance may differ widely 
from any of its component elements. For 



example, drinking water is formed by the 
chemical union of two gases, hydrogen and 
oxygen; edible table salt .is compounded 
from a deadly gas, chlorine, and a poison- 
ous metal, sodium. 

2.15 Whenever a compound is pro- 
duced, two or more atoms of the combining 
elements join chemically to form the MOL- 
ECULE that is typical of tY ^. compound. 
The molecule is the smallest unit that 
shares the distinguishing characteristic of 
a compound. 

2.16 Atomic Weight, — Hydrogen is the 
lightest element. Experiments have dem- 
onstrated that the oxygen atom is almost 
exactly 16 times as heavy as the hydrogen 
atom. Chemists express this truth by say- 
ing that oxygen has an ATOMIC WEIGHT 
of 16. Through many experiments, the 
atomic weights of the remaining elements 
have been found. 

2.17 The Periodic Table,— Figure 2.17 is 
a standard table of the elements. The 
atomic number of each element appears 
above its chemical symbol. The vertical 
columns rep-resent family groups. All 
members— from the lightest to heaviest^ 
of a family behave like one another in 
formin^g (or refusing to form) chemical 
compounds with other families. 

2.18 While still essentially correct, this 
circa 1900 chemist's view of matter needs 
to be supplemented (but not entirely re- 
placed) by an analysis of the atom. In 1900, 
only a few advanced scientists had become 
convinced that the atom is divisible after 
all. This was a new idea, since the atom is 
very small, having an overall diameter of 
about 10"' centimeters. 

THE ATOM AND ITS BUILDING BLOCKS 

2.19 Small as it is, the atom proved to 
be composed of yet smaller particles. In 
fact, as shown in Figure 2.19a, it proved to 
be mostly empty space, with the actual 
matter contained in a central mass. The 
new knowledge of the nature of the atom 
has added many terms to those known to 
our 1900 vintage chemist. Let us take a 
few of these terms and relate them to 
some diagrams of the atom. The terms 
most useful are NUCLEUS, ELEC- 
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Figure 2.19a. — If an atom were the size of the Em- 
pire State Building, its nucleus would be as large 
as a pea and the electrons would revolve around 
the nucleus at a distance of several hundred feet. 
(Understanding that there is so much unoccupied 
space within the atom is important to an under- 
standing of the interaction of radiation with mat- 

- ter.) 

TRONS, PROTONS and NEUTRONS, the 
latter three comprising the basic atomic 
building blocks as shown in detail in Fig- 
ure 2.19b. 

2.20 The NUCLEUS is the heavy, 
dense core of the atom, containing practi- 
cally all of its weight. As we have seen, 
this nucleus is surrounded at quite some 



UNIT 


SYMBOLi) 


WEIGHT Oft RELATIVE 
MASS IN ATOMIC 
MASS UNITS « 


RELATIVE 
ELECT ftlCAL 
CHARGE 


PROTON 


0 OR ' 


1 00759J omu * 


+ 1 


NEUTRON 


n OR 


1 00698 omu 


0 


ELECTRON 


t OR f OR 


0 000549 tmu 


-1 


♦ AN ATOMIC MASS UNIT (omul iS EQUAL TO I « « I0"2< GRAMS OR ONE 
aiLHONTH Of A BILLIONTH OF A MILLIONTH Of A GRAM 

. 




t CLECTHON tNtittJw Chargt) 

O ^»WTON (^titiw Chwgt) 

O NEUTRON (N«Ch«rf«) 

Figure 2.21.— Elementary particles that make up an 
atom. 

distance by ELECTRONS which whirl 
around the nucleus at tremendous speeds. 
Electrons are very small and have practi- 
cally no weight. 

2.21 If we examine the structure of the 
nucleus in greater detail, we see that it 
consists of little individual balls of matter 
that are about the same size in all atoms. 
Some of these little balls of matter have a 
positive electricoX charge. These are called 
PROTONS. Others, called NEUTRONS, 
have no electrical charge and are said to 
be electrically neutral. Both a proton and 
a neutron are much larger and heavier 
than an electron (see Figure 2.21). 

2.22 For each positively charged PRO- 
TON in the nucleus, there is a negatively 
charged electron in orbit around the nu- 
cleus. The number of protons in the nu- 





I. HYDROGEN 



2. HELIUM 





3. LITHIUM 



4. BERYLLIUM 



Figure 2.19b.— Atomic building blocks. 



Figure 2.22~~Companng the atoms of the first four 
elements. 
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cleus, therefore, determines the number of 
electrons which are in orbit around the 
nucleus. The nitmber of protons also deter- 
mines the nature of the element. For exam- 
ple, the single positive charge on the hy- 
drogen nucleus balances the negative 
charge on the- eiectron. Thus, in its normal 
or UNEXCITED state, the hydrogen atom 
as a whole is. electrically neutral. The next 
element heavier than hydrogen is helium, 
and it has two electrons that moye in a 
single orbit. Two positive charges in the 
helium nucleus counterbalance the nega- 
tive effect of the two electrons. Lithium, 
the next heavier element, has three elec-li 
trons. Only two of these travel in the 
comparatively small area near the nu- 
cleus, the third has a much larger orbit. 
The lithium nucleus, therefore, has three 
positive charges. See Figure 2.22 for exam- 
ples. 

2.23 If time and space permitted, the 
atoms of all the elements could be exam- 
ined one by one. For present purposes, 
however, the oxygen atom (Figure 2.23) 
will be an adequate example, 

2.24 The oxygen atom has eight pro- 
tons, and therefore eight positive charges 
in its nucleus. To balance these eight posi- 
tive charges, eight electrons are required. 
The first two electrons are in the inner 
orbit, as is normal in any atom above 
hydrogen. Three outer orbits, contain the 
other three pairs of electrons, as shown in 





• ELECTRON (Ntfativ* ChVft) 

O WOTON (Potittvt Cftarfft) 

^ NEUTRON (NO Cltorfc) 

Figure 2.23.— The oxygen atom. 

the drawing. One way to think of the six 
outer electrons, all revolving and spin- 
ning, is as if they were tracing a hollow 
shell like an ultra-light tennis ball. Scien- 
tists customarily speak of electrons as 
being located in SHELLS, classified as K, 
L, M, N, 0, P, A, and sub-shells, in accord- 
ance with their energy level, which is pro- 
portional to a distance from the nucleus. 

2.25 Continuing with our detailed look 
.at the oxygen atom, we see that in addi- 
tion to the eight protons and the two 
shells with a total of eight eleltrons, there 
are also eight uncharged particles or neu- 
trons. 

2.26 With the single ej^ception of hydro- 
gen in its simplest form, all atomic nuclei 
contain neutrons as well as protons. The 
lighter elements tend to have approxi- 




FlGURE 2.24.— Another way of viewing the atom is as a minute solar system. Instead of the sun at the center, 
there is the nucleus; instead of the planets in orbit, there are the electrons. 
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mately equal quotas of neutrons and pro- 
tons; the heavier elements have more neu- 
trons than protons. This fact, to be ex- 
plained in greater detail later, is impor- 
tant to an understanding of radiation. 

ISOTOPES 

2.27 The number of neutrons in the 
nucleus may range from zero to almost 
150. In certain elements it is found that 
different atoms of the same element have 
the same number of protons but vary in 
the number of neutrons. To the chemist, 
this is of little concern because the chem- 
ist works with the orbital electrons, and 
since all of these atoms have the same 
number of protons, they will have the 
same number of electrons in orbit. Since 
they have a different number of neutrons 
in the nucleus, however, the various atoms 
of the same element will not all weigh the 
same. 

MASS. — A measure of the quantity of 
matter 

WEIGHT. — A measure of the force with 
which matter is attracted to 
the earth 

2.28 To the nuclear physicist and physi- 
cal chemist, these are different forms of 
the same chemical element differing only 
in the number of neutrons'in the nucleus. 
Many of the isotopes are stable. Some of 
the isotopes are unstable, and therefore 
radioactive. . 

2.29 Figure 2.29 shows various isotopes 
of the element hydrogen. The heavier iso- 
topes make up a very small fraction of one 
percent of the total amount of hydrogen 
found in nature. Ordinary water consists 
of molecules each of which is made up of 
two atoms of hydrogen and one atom of 
oxygen. If water contains hydrogen which 
is not the normal" isotope of hydrogen (one 
proton) but the deuterium isotope (one 
proton and one neutron) it will look like 
regular water, taste like regular water, 
and, from the chemical point of view, it 
will be water. However, from a nuclear 
point of view, this is HEAVY WATER 
because it is made with the heavier iso- 
tope of hydrogen. 

2.30 The third form of hydrogen called 

ER?C 1-; 




TRITIUM 

RARE 
RADIOACTIVE FORM 



Figure 2.29. — Isotopes of the element hydrogen. 

tritium contains one proton and two neu- 
trons in its nucleus. The addition of the 
second neutron to the nucleus produces an 
unbalance in the proton to neutron ratio 
thereby causing an unstable or excited 
condition due to the excess energy. This 
excess energy is emitted in the form of 
radiation. Tritium is the only isotope of 
hydrogen that is radioactive. 

2.31 Only three isotopes of the element 
hydrogen exist. Attempts to produce a 
fourth isotope fail because the nucleus of a 
tritium atom will not capture an addi- 
tional neutron. 

2.32 Figure 2.32 shows two different 
isotopes of uranium. One is called uranium 
238. Its nucleus contains 92 protons and 
146 neutrons which combined total 238 
particles. The other, uranium 235, con- 
tains 92 protons and 143 neutrons which 
total 235 particles. Both of these will react 
chemically in exactly the same way. 
Therefore, *to the chemist they are the 
same. The important difference to the nu- 
clear physicist is the fact that, although 
both are radioactive, the will sustain 
a chain reaction whereas the U^'^® will not. 

2.33 As previously stated, the first ele- 
ment, hydrogen, has only three isotopes in 
its family. The number of isotopes for each 
of the other elements varies considerably 

1 1 



with, for example, as many as 25 istotopes 
for the fiftieth element, tin. 

2.34 Altogether there are over 1,200 
isotopes, the majority of which are radio- 
active. Most elements have two or more 
isotopes; While the number of neutrons in 
the nucleus does not materially affect 
chemical behavior, the neutron to proton 
(n:p) ratio of the nucleus does affect the 
atom in other ways. 




URANIUM235 

RADIOACTIVE 




RADIOACTIVE 

Figure 2.32.— Isotopes of the element uranium. 
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HYDROGEN 




HELIUM 



Figure 2.39a.— Atoms of the element hydrogen and 
the element helium. 



We are close to our main objective — 

— understanding nuclear radiation!!! 



2.35 Before the discovery of the neu- 
tron, scientists identified any element by a 
one-letter or- two-letter symbol represent- 
ing its chemical name — H for hydrogen, CI 
for chlorine, Na for sodium (whose latin- 
ized technical name is natrium, hence the 
Na), and so on. The nuclear physicist ac- 
cepts these time-honored letter symbols; 
but when speaking in general terms, he 
refers to any of them as SYMBOL X. 

2.36 To make precise reference to a 
given atom, the nuclear physicist (1) pre- 
cedes symbol X with a numerical subscript 
called SYMBOL Z and'(2) follows symbol X 
with a number (often, but not always, 
written as a superscript) called SYMBOL 
A. His identification of an atom, then, 
takes the form zX^ or sometimes when Z is 
clearly understood, simply X^ or XA. For 
example, U235 and U238. 

2.37 SYMBOL Z.— The subscript Z is 
called the ATOMIC NUMBER; it tells how 
many protons the nucleus contains (and 
simultaneously, of course how many pla- 
netary electrons the atom has in its nor- 
mal state). For hydrogen Z is 1; for oxygen 
it is 8; for uranium it is 92. 

2.38 SYMBOL A.— The final identifying 
symbol is an ATOMIC MASS NUMBER 
representing the sum of the protons and 
the neutrons. 
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SUBSTANCE SYMBOL 


PRO- 
TONS 
(Z) 


ATOMIC 
MASS 
NUMBER 

(A) 


NEU- 
TRONS 
(A-Z) 


ELEC- 
TRONS 
(=Z) 


HYDROGEN |H' 


\ 


1 


0 


' 1 


DEUTERIUM 
|H^OR|D^ 


-1" ^ 


.2 ... 


- . .1 


.J 


TRITIUM 
|H^OR |T"^ 


1 


3 


2 


1 


OXYGEN 
30«6 


s 


16 


6 


6 


URANIUM 

..236 
92U 


92 


1 236 


146 





Figure 2.39b. — Symbol meanings. 
IMPORTANT 

To find the number of neutrons in any 
fully identified atom, subtract Z from 
A. 

2.39 Let us see a few examples of the 
uses of these symbols. In Figure 2.39a, we 
see an atom of hydrogen with the sub- 
script 1 as its atomic number (Z), since 
hydrogen has only one proton, and super- 
script 1 as its atomic mass number (A), 
since the atom contains only the one pro- 
ton and no neutrons. The Z number for 
helium is two, since it has two protons in 
the nucleus. As we have seen, each ele- 
ment has a distinctive atomic number rep- 
resenting the number of protons in the 
nucleus, and we can determine the num- 
ber of neutrons in the nucleus by subtract- 
ing the atomic number Z from the atomic 
mass number A. As examples, the nucleus 
of 92 U^^' contains 146 neutrons and the 
nucleus of ._>^C^^ contains 32 neutrons. Since 
normal atoms are electrically neutral, each 
atom will have the same number of elec- 
trons as there are protons in the nucleus, 
i.e., the Z number will equal the number of 
protons in the nucleus or the number of 
electrons in orbit about the nucleus. The 
subscript Z number is sometimes disre- 
gjarded because the atom is identified by 
chemical symbol. Thus He^ or aHe^ both 
have the same meaning. Figure 2.39b 
shows how symbols are interpreted. 

2.40 The ratio of neutrons to protons 
within the nucleus of the atom largely 
determines the stability of the atom. The 



protons being positively charged tend to 
repel each other. The repulsive force is 
counteracted, however, by a nuclear at- 
tractive force called Binding Energy. Very 
little is known of this energy. However, it 
is known that for elements which have 
relatively low atomic weights; TixicleaT sta- 
bility occurs when the number of protons 
and neutrons are nearly equal. Heavier 
elements, those with higher Z numbers, 
require a higher neutron to proton (n:p) 
ratio for stability. Whereas those elements 
in the lower part of the periodic table 
(Figure 2.17) are stable when the isotope 
has an n:p ratio of approximately one (ap- 
proximately the same number of neutrons 
as protons). The n:p ratio must increase as 
the Z number increases if the stability of 
the atom is to be maintained. Beginning 
with the element bismuth, atomic number 
83, when the n:p ratio increases above 
1.5:1 there are no stable isotopes. The sta- 
ble range of n:p ratios for many elements 
is not critical, i.e., there are several ele- 
ments with many stable isotopes. 

2.41 An unstable atorriy one with a n:p 
ratio either too high or too low, will even- 
tually achieve stability by spontaneous 
emission of energy and/or particles from 
its nucleus. This process is known as RA- 
DIOACTIVITY. It may be the natural de- 
cay of unstable isotopes which occur in 
nature or it may be as the result of artifi- 
cial radioactivity which has been caused 
by man. In each case the nucleus is in , an 
unstable or excited state, having an excess 

^of energy which vnll he radiated allowing 
the nucleus to achieve a stable or ground 
state. 

RADIOACTIVITY is the spontaneous disinte- 
gration of unstable nuclei with the result- 
ing emission of nuclear radiation. 

2.42 Radiation is the conveyance of en- 
ergy through space. Everyone is familiar 
with the radiation of heat from stoves, 
light from electric lights and the sun, and 
the fact that some kind of energy is re- 
ceived by our radio and television sets to 
make them operate. The radiation of en- 
ergy from radioactive materials is compa- 
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rable to these familiar forms of radiation 
but, as indicated by Figure 2.42, are gener- 
ally higher in frequency and, therefore, 
represent greater energies. 

NOTE 



ION. The two particles, the positive ion 
(atom or atoms) and the negative ion (dis- 
lodged electron) are known as an ION 
PAIR. The procfess which caused this sepa- 
ration of particles making up the atom and 
the attendant electrical unbalance is 
-known as IONIZATION 



Remember, radioactivity is a PROC- 
ESS. Nuclear radiation is the PROD- 
UCT of this process, 

2.43 Atoms in the unbalanced state de- 
scribed in paragraph 2.41 are said to be 
RADIOACTIVE. They are spontaneously 
emitting some type of IONIZING radia- 
tion energy. IONIZATION is a process 
which results in the formation of electri- 
cally charged particles (IONS) from neu- 
tral atoms or molecules. 

2.44 For a closer look at ionization, con- 
sider Figure 2.44 in which a normal atom 
is subjected to a bombardment of energy. 
The energy of this bombardment may 
knock an electron from its orbit into free 
space, i.e., it will not be associated with 
any atom. It is a negatively charged parti- 
cle in space and is referred to as a NEGA- 
TIVE ION. The remainder of the atom 
from which the electron was dislodged is 
also electrically unbalanced by this event. 
Having lost one electron with its negative 
charge, it now has an effective net positive 
charge of one since it now contains one 
proton for which there is no counterbal- 
ancing electron. The positively charged 
atom (or atoms) is known as a POSITIVE 




HEUTKAL ATOM 



/ 



rOSJTlVt ION 

Figure 2.44.— Ionization. 

2.45 Nuclear radiations are given off by 
atoms which have more than the normal 
complement of energy. The physicist says 
they are UNSTABLE. This unstable con- 
dition is often caused by too low or too 
high an n:p ratio as explained earlier. 
Radioactive atoms literally erupt from 
time to time emitting energy from the 
nucleus. These nuclear radiation emis- 
sions are classified as ALPHA PARTI- 
CLES, BETA PARTICLES and GAMMA 
RAYS. Each type of radiation will be dis- 
cussed in more detail in later paragraphs. 




(27 C» 




27^* -f IONIZING HAOIATlOW) 



Figure 2.47.— The normitl atom of Co»» bombarded by a neutron. In this case, the atom accepts this neutron in 
its nucleus; the A number increases by one to Co*° and the atom is radioactive. 
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2.46 Nuclear radiation differs from 
other forms of radiation in the sense that 
the nucleus of an unstable atom contains 
ah excess of energy which will be emitted 
regardless of man's efforts. Use of heat, 
chemicals.or pressure will not stop or alter 
Jbhe rate of nuclear .radiation .emissions 
from a radioactive atom. Man can cause or 
stop other types of radiation such as heat, 
light, or even other atomic radiations 
which in many ways compare to nuclear 
radiation. In the case of heat and light 
radiations caused by electricity, merely 
flipping a switch can start or stop these 
radiations. 
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2.47. Many nuclear radiations are 
caused by bombarding atoms with energy, 
causing them to radiate energy which 
ceases whenever the bombardment stops. 
However, if the atoms in the material be- 
come radioactive as a result of the bom- 
bardment, they will then spontaneously 
emit ionizing radiation of one or more 
types until they reach a stable condition. 
On'3 of the sources of nuclear radiation 
commonly encountered in radiological de- 
fense training is ayCo^ (Cobalt 60). Figure 
2.47 shows how this isotope of Cobalt is 
developed from jyCo^*. 

2.48 Different radioactive elements 
vary greatly in the frequency with which 
their atoms erupt. Some radioactive mate- 
rials in which there are only infrequent 
emissions or radiations tend to have a 
very long life while those which are very 
active, radiating frequently, may have a 
comparatively short life. The time differ- 
ence is very great between short and long 
lived radioactive materials. Some sub- 
stances may stabilize themselves in a 
small part of a second, while a radioactive 
isotope with a long life may change or 
decay only slightly in thousands or mil- 
lions of years. The rate of radioactive de- 
cay is usually measured in HALF-LIFE, 
the time required for the radioactivity of a 
given amount of a particular material to 
decrease to half its original value. 

2.49 The half-life of a radioactive mate- 
rial may range from fractions of a second 



Figure 2.49.— -Decay curve. 

up to millions of years. The following ra- 
dioactive elements demonstrate this wide 
range of half-lives: argon 41,109 minutes; 
iodine 131, 8 days; radium 226, 1,620 years; 
Plutonium 239, 24,000 years. Figure 2.49 
depicts a gamma emitting material with a 
24-hQur half-life. This material when first 
made radioactive has a quantity of radio- 
activity of 200 millicuries. In 24 hours the 
radioactivity would be down to 100 millicu- 
ries; in another 24 hours it would be down 
to 50; in another 24 hours it would be down 
to 25, etc. 



PROTACTINIUM 




MORE YEARS .. 34,000 

MORE YEARS.. 

Figure 2.50.— Another view of half-life. 
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2.50 Let us look at another example. 
Assume that the block shown at the upper 
left in Figure 2.50 is composed entirely of 
the radioactive protactinium isotope 
known as Pa^^ The half-life of this partic- 
ular isotope is 34,000 years. At the end of 
34;000 years, therefore, half of the-original 
protactinium atoms will have undergone 
transmutation to other eleir^ents. The rest 
will still be protactinium. If they were 
separated from the transmuted atoms, the 
protactiniam atoms would no>v constitute 
the second block in Figure 2.50. 

2.51 The second block will not decay 
completely in the second 34,000 year pe- 
riod. Unquestionably, it has only half as 
many atoms as the original block; but by 
that very fact it offers only half the origi- 
nal opportunity for atomic reactions to 
take place. As before, half of the atoms (a 
quarter of the original protactinium at- 
oms) will remain unchanged at the end of 
the second half-life. 

2.52 During the third half-life, the 
number of protactinium atoms will again 
be cut in half— and so on. In general 
terms, then "x" grams of any radioactive 
isotope will .decay in accordance with the 
following series: 



2^4^8^16^32^64^128^256 



n 



2.53 No matter how far this series is 
extended, its final term, x/n will represent 
only half of the protactinium atoms that 
were intact at the beginning of the given 
half-life. If x/n atoms have been lost dur- 
ing the preceding half-life through decay, 
an equal number still remain to start the 
next half-life. 

2.54 In other words, the sum of this 
series approaches x, the original number 
of atoms, but (in theory at least) never 
quite reaches it. There is always a' frac- 
tion, equal to x/n, representing the atoms 
that are still intact. 

2.55 A useful rule of thumb is that the 
passage of 7 half-lives will reduce the ra- 
dioactivity to a little less than 1 percent of 



its original activity, and in 10 half-lives 
the activity will be down to less than 0.1 
percent. The shorter the half-life, the more 
highly radioactive the material will be. 

2.56 As we will see in more detail in 
subsequent chapters, half-life has impor- 
tant bearings on safety. It is obvious, first 
of all, that any isotope with a long half-life 
is potentially dangerous if it is produced in 
large amounts. When such an isotope is 
once formed — whether by nature or in an 
atomic power plant or during a nuclear 
explosion — it will contaminate its sur- 
roundings for a long time to come. 

2.57 For some of the artificially pro- 
duced radioactive isotopes, the half-life is 
measured in hours, minutes, or even sec- 
onds. These isotopes are extremely active; 
that is why they decay so fast. 



COMMON TYPES OF NUCLEAR 
RADIATION 

2.58 There are three common types of 
nuclear radiation with which you must 
become familiar: ALPHA and BETA PAR- 
TICLES, and GAMMA RAYS. 

2.59 Alpha Radiations emitted by ra- 
dioactive materials are often called alpha 
radiation or simply alpha. Alpha particles 
are comparatively large, heavy particles of 
matter which have been ejected from the 
nucleus of a radioactive material with 
very high velocity. The velocity with 
which these particles leave the nucleus 
determines the distance (range) that they 
will travel in any substance. As indicated 
in Figure 2.59, an alpha particle carries a 
net positive electrical charge of two and 
an atomic mass of 4.00277. Thus the alpha 
particle is equal to the nucleus of a helium 
atom which contains two protons (with one 
positive charge each) and two neutrons. 
However, when we compare the speed of 
alpha to that of beta and gamma, we find 
this to be a relatively slow rate as might 
be expected due to alpha's size and weight. 
Alpha rays are literally small pieces of 
matter traveling through space at speeds 
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of 2,000 to 20,000 miles per second. When a 
radioactive atom decays by emitting an 
alpha particle, transmutation of this atom 
to an atom of lower atomic number (Z) and 
lower atomic mass number (A) occurs. 
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FillURE 2.59^Characteri9tic9 of nuclear radiation. 

2.60 Beta Particles are identical to 
highspeed electrons. They carry a nega- 
tive electrical charge of one and are ex- 
tremely light, traveling at speeds nearly 
equal to the speed of light, 186,000 miles 
per second. Although the atomic nucleus 
does not contain free electrons, only pro- 
tons and neutrons, the electrons which are 
emitted as beta particles result from the 
spontaneous conversion of a neutron into 
a proton and an electron. The neutron 
which lost or emitted the beta particle has 
become a proton with a positive charge 
and thus the atom has been changed. 
Transmutation has produced an atom with 
a higher Z number. 

2.61 Gamma Raya are a type of elec- 
tromagnetic radiation which travel with 
the speed of light. As indicated in Figure 
2.59, they have no measurable mass or 
electrical charge. We have become accus- 
tomed to the use of X-rays invthe medical 
field. X-rays and gamma rays are similar, 
but there are two important differences 
between them. First, as indicated in Fig- 
ure 2.42, while there is some overlapping, 
gamma rays are generally of a higher 
frequency. The basic difference, however, 
is their source. Gamma raya originate in 
the nucleua while X-rays originate in the 
cloud of electrons about the nucleus. The 
emission of an alpha or beta particle from 
the nucleus of an atom as shown in Figure 
2.61, almost invariably leaves the nucleus 
with an excess of energy (excited state) 
and will be accompanied by the emission of 
gamma rays to reach ground or stable 
condition. 
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2.62 The neutron is another type of ra- 
diation which accompanies certain types 
of nuclear reactions but is not encoun- 
tered in natural radioactive decay. As was 
discussed previously, this type radiation is 
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Figure 2.61^Excited to stable nucleus. 



able to induce radioactivity in stable iso- 
topes. 

RADIOACTIVE DECAY AND DAUGHTER 
PRODUCTS 

2.63 Radioactive decay, often results in 
"transmutations", i.e., the change of one 
element into another and the dream of the 
medieval alchemists. Some radioisotopes 
decay directly to a stable state in one 
transmutation. Others decay through a 
series of transmutations or steps forming 
different radioactive elements called 
DAUGHTER PRODUCTS^ before finally 
reaching a stable state. 

2.64 Consider now what happens when 
a radioactive isotope emits radiation, and 
follow one atom of uranium through its 
successive transmutations. Starting with 
an atom of uranium 238, which has 92 
protons and 146 neutrons, follow the 
transmutations in Figure 2.64. 

2.65a Uranium 238 emits an alpha par- 
ticle. An alpha particle consists of two 
protons and two neutrons, and therefore is 
an atomic nucleus in its own right. It is 
the nucleus of the helium atom. (Helium 
has a nucleus composed of two protons and 
two neutrons.) With the alpha particle 
emitted, there are now 90 protons and 144 
neutrons. The nucleus now weighs 234 



ELEMENT AND 


TYPE OF 


NUMBER OF 


ATOMIC WEIGHT 


RACtATION EMITTED 


PROTONS 


NEUTRONS 


URANIUM- 238 


ALPHA PARTICLE 


92 
-2 


146 

-2 


THOKIUM-234 


BETA PARTICLE 


90 

•fl 


144 

-1 


PfW)TACTINMll-234 


• ETA PARTICLE 


91 
+1 


143 

-1 


ITANIUM' 234 


ALPHA PARTICLE 


92 
-2 


142 

-2 


TMOIIIUM-230 


ALPHA PARTICLE 


90 
-2 


140 

-2 


RADIUM '2 26 


ALPHA PARTICLE 


•• 

-2 


13^ 

-2 


RAOON-2 2 2 


ALPHA PARTICLE 


•6 

-2 


136 

-2 


POLONIUM- 2 IS 


ALPHA PARTICLE 


• 4 

-2 


134 

-2 


LEA0'-2I4 


•ETA PARTICLE 


62 

+ 1 


!32 
-1 


■}SMUTH-2)4 


BETA PARTICLE 


• 3 

+ 1 


\6\ 
-1 


POLONIUM- 214 


ALPHA PARTICLE 


S4 

-2 


130 
~2 


LEAO-210 


BETA PARTICLE 


•2 

+ 1 


I2t 

-1 


ttSMUTH-210 


• ETA PARTICLE 


63 

+ 1 


127 

-1 


POLONIUM- 2 10 


ALPHA PARTICLE 


•4 

-2 


126 
-2 


1 LEAO-206 


STABLE ATOM 


62 


124 



Figure 2.64.— The decay chain of a uranium atom. 



units; and since the number of protons has 
been changed, it is no longer uranium but 
iSy infactf thorium 23U^ 

2.65b Thorium 234 emits not an alpha 
particle but a beta particle. Where does 
the beta particle come from? Remember 
that a neutron is electrically neutral. We 
have seen that an electrically neutral 
state can be reached when positive and 
negative charges balance one another and 
that a neutron can act like a proton with 
an electron tightly tied onto it as shown in 
Figure 2.65b. 

2.65c The negative charge of the elec- 
tron balances the positive charge of the 
proton resulting in a neutron. When this 
negatively charge electron is ejected as a 
beta particle the remainder is no longer 
electrically neutral, but now has a positive 
charge, thus changing a neutron to a pro- 
ton. In effect, one proton has been gained 
and one neutron has been lost. Now there 
are 91 protons and 143 neutrons. The 
weight is still 234, but since the number of 
protons has been changed, the nature of 
the element has been changed, and is now 
an atom of pro'tactinium 234. 

2.65d Protactinium 234 also emits a 
beta particle so 1 proton is added, and 1 
neutron is subtracted, leaving 92 protons 
and 142 neutrons. Its weight is 234, but 
the element is, of course, again uranium 
because it now has 92 protons. 

2.65e Uranium 234 emits an alpha par- 
ticle, 2 neutrons and 2 protons are sub- 
tracted, leaving 230 particles; in the nu- 
cleus. Since the number of protons is back 
to 90, the element is now thorium 230. 

2.65f Thorium 230 emits an alpha parti- 
cle. Subtract 2 protons and 2 neutrons. It 
now has a weight of 226, and since it has 



Figure 2.65b.— Concept of a neutron changing into a 
proton by emitting a beta particle. 
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only 88 protons in the nucleus, it is the 
element radium. 

2.65g Radium emits an alpha particle, 
so 2 neutrons and 2 protons are lost leav- 
ing 86 protons and 136 neutrons. Our ele- 
ment is now radon 222 which is a gas. 

2.65h Radon 222' emit^ an alpha parti- 
cle, leaving 84 protons and 134 neutrons. 
Again a different element is formed — po- 
lonium 218. 

2.65i Polonium emits an alpha particle, 
which leaves 82 protons and 132 neutrons, 
and is lead 214. 

2.65j Lead 214 emits a beta particle 
which increases the number of protons by 
1 and decreases the number of neutrons 
by 1, leaving 83 protons and 131 neutrons. 
This forms bismuth 214. 

2.65k Bismuth 214 emits a beta particle 
which adds 1 proton and subtracts 1 neu- 
tron, leaving 84 protons and 130 neutrons. 
This is polonium 214. 

2.651 Polonium 214 emits an alpha par- 
ticle which takes away 2 neutrons and 2 
protons, leaving 82 protons and 128 neu- 
trons for a mass of 210, and the element is 
lead 210. 

2.65m Lead 210 emits a beta particle, 
leaving 83 protons and 127 neutrons, 
which now becomes bismuth 210. 

2.65n Bismuth 210 emits a beta particle 
which adds a proton and subtracts a neu- 
tron, leaving 84 protons and 126 neutrons. 
This is polonium 210. 

2.65o Polonium 210 emits an alpha, 
which leaves 82 protons and 124 neutrons. 
The total weight is 206; the element is lead 
206. 

2.65p Lead 206 is stable and not radio- 
active, therefore, this is **the end of the 
line". 

2.66 Well, that's fine, and all very inter- 
esting, and accounts for beta and alpha 
radiation, but what about gamma radia- 
tion? Where does that come from? As we 
saw in paragraph 2.61, gamma radiation 
originates when the discharge of one of 
these particles from a nucleus does not 
take sufficient energy along with it to 
leave the nucleus in quite a contented 
state. If the particle leaving the nucleus 
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does not take with it all of the energy that 
the atom would like to get rid of in this 
particular disintegration, it throws off 
some of the energy in the form of gamma 
radiation. Therefore gamma radiation can 
be given off by many radioactive materials 
in addition to the beta or alpha radiation. 

2.67 The foregoing makes it clear why 
gamma radiation occurs and can therefore 
be detected from a radium dial wrist 
watch or from uranium ore by a prospec- 
tor. Both radium and uranium are pure 
alpha emitters, but as time passes the 
decay process goes on and forms daughter 
products in the radium and uranium. It is 
from the decay of these various radioac- 
tive ''daughter products" that the gamma 
radiation is given off. Pure radium or ura- 
nium, freshly prepared, represents only an 
alpha hazard and could safely be handled 
with the bare hands as far as external 
hazard is concerned. (Handling it with the 
bare hands is not a good idea because of 
the possibility of introducing some radium 
into the body by this means and, besides, 
heavy metals are toxic.) After the passage 
of time, however, the daughter products 
start to build up and alpha, beta, and 
gamma radiation are all being given off 
from the radium and its associated daugh- 
ters. 

INTERAaiON OF RADIATION WITH 
MAHER 

NOTE 

The important thing to remember 
about nuclear radiation is that it is a 
^^shooting out" of particles or bits of 
energy, some large, some small; some 
fast, some slow; some weak, some pow- 
erful. Since everything contains at- 
oms — including our bones, skin, and 
organs, of course — these particles 
strike the atoms with force, the amount 
depending on the kind of particle, and 
other factors. Actually, since the atom 
is, as we have seen, made iip of an 
extremely compact core and shells of 
electron(s), these electrons bear the 
brunt of the hammering given out 
when the atom is struck by particles. 
As ivill be seen, the electrons react to 
this hammering in various loays. This 
has great significance to the study of 
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radiation safety and the effects of ra- 
diation on the bodyy as you will dis- 
cover later. 

2.68 Alpha particles lose their energy 
rapidly and hence have a limited range, 
only about 6 or 7 centimeters in air, and 
are completely stopped by a sheet of pa- 
per. When the alpha particle is stopped, 
stabilized, or reaches ground state, it has 
picked up two electrons which are availa- 
ble in space thus making it a neutral he- 
lium atom. The loss of energy by the alpha 
paricle as it traverses space is due to its 
high specific ionization, i.e., the number of 
ion pairs produced per centimeter of path. 
Each ionization event in air requires 
about 32-36 ELECTRON VOLTS per ion 
pair produced. The unit electron volt is the 
amount of energy acquired by a unit 
charge cf electricity when the charge 
moves through a potential difference of 
one volt. For example, if an electron 
should start at a potential of zero volts 
and be accelerated to a point having a 
potential of 32 volts, it would acquire an 
energy equivalent to 32 electron volts. An 
electron volt is a very small amount of 
energy. More common terms are thousand 
electron volts (keV), and million electron 
volts (MeV). 

2.69 The high specific ionization of al- 
pha particles, 20,000-80,000 ion pairs per 
centimeter of air traversed, is due to sev- 
eral factors. First, alpha is a relatively 
large particle and has a high positive 
charge; hence it will not only collide with 
other- matter, but there will be frequent 
electrostatic interactions with the elec- 
trons associated with the atoms through 
which the particle is passing. These inter- 
actions result in a loss of energy by liter- 
ally knocking an electron from its orbit 
(ionization), or it may lose energy to the 
atom by merely displacing electrons from 
their normal orbits without ejecting them 
from the atom (excitation). Figure 2.69 
shows the difference between an excited 
atom and a positive ion. 

2.70 In addition to beiajj large and posi- 
tively charged, the alpha particle is^ also 
comparatively slow, and by remaining in 
the vicinity of the atoms in its path, there 
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Figure 2.69.— Excitation and ionization by an alpha 
particle. 

is a greater probability of ionizing them. 
With this loss of energy there is a reduc- 
tion in speed and hence a ste&dily increas- 
ing amount of ionization, at first slowly 
and then more rapidly, reaching a maxi- 
mum and then dropping sharply almost to 
zero. Figure 2.70 is a representative curve 
for the specific ionization of alpha parti- 
cles. The range and specific ionization var- 
ies somewhat for different radioactive iso- 
topes due to variation in the energy with 
which the alpha particle is ejected, 4.0 
MeV to 10.6 MeV. However, all alpha parti- 
cles emitted in a specific nuclear reaction 
have essentially the same energy, and so 
the same range. 

2.71 The beta particle does not lose its 
energy as rapidly as the alpha particle. 
This is due to the fact that it is a. very 
small particle, has less charge than the 
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Figure 2.70.— Specific ionization of alpha particles. 
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alpha particle, and is moving at a higher 
rate of speed. An alpha particle, because of 
its relatively heavy weight, is not easily 
deflected and tends to travel in a straight 
path causing a high degree of ionization. A 
beta particle, being lightweight is easily 
bounced around in any material. There- 
fore, its range in terms of distance from 
the point of origin to the point where it 
finally associates itself with an atom may 
vary considerably. The actual distance 
traveled by the beta particle also varies to 
a considerable extent but not as much as 
the measurement from the point of origin 
to the point where complete loss of excess 
energy occurs. Unlike alpha, the beta par- 
ticles emitted by any given nucleus have a 
range of velocities and only mean or maxi- 
• mum energies ean be- assigned to primary 
beta particles. Tables almost invariably 
show maximum energies. 

2.72 The range of velocities for beta 
particles ranges from about 25 to 99 per- 
cent of the speed of light, with correspond- 
ing energy variations from 0.025 MeV to 
3.15 MeV with a majority of them being in 
the vicinity of 1 MeV. The range of the 
beta particle is proportional to its energy. 
Therefore, a 3 MeV beta particle will 

.travel further than a 1 MeV beta particki. 

2.73 Range is only approximately in- 
versely proportional to the density of the 
absorbing material through which it 
passes, i.e., the more dense, the higher the 
Z number, the more effective that mate- 
rial will be in stopping beta particles. How- 
ever, because of the emission of X-rays 
when beta particles react with high Z 
number materials, low Z number mate- 
rials such as aluminum, glass and plastics 
are normally used as beta shields; 

2.74 The specific ionization of beta par- 
ticles is approximately 50-500 ion pairs per 
centimeter in air varying according to the 
energy of the beta particle and the density 
of the absorbing material. The range of 
beta particles in air would be several me- 
ters. Thus, compared to the few-centime- 
ter range of alpha in air, beta has a long 
range. 

2.75 Gamma rays do not consist of par- 
ticleSf have no mass, travel at the speed of 
light and hence do not lose their energy as 
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Figure 2.74.— Characteristics of nuclear radiation. 
rapidly as either alpha or beta particles. 
Gamma rays or photons produce no direct 
ionization by collision as alpha and beta 
because f/ttmmd Yays hdve no mass. They 
are absorbed or lose their energy by three 
processes known as the PHOTOELEC- 
TRIC EFFECT, the COMPTON EFFECT, 
and PAIR PRODUCTION. 

2.76 Gamma rays are highly penetrat- 
ing, their effective range depending on 
their energy. The effect of air on a gamma 
ray is so small that it is nut practical to 
measure the range of gamma radiation in 
terms of inches, feet, or meters, but its 
penetrating power is measured in terms of 
the amount of material that will be re- 
quired to reduce the gamma ray to some 
fraction of its original value. 

2.77 As a gamma ray or photon passes 
through an atomlt may transfer all of its 
energy to an orbital electron ejecting it 
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from the atom. If the photon carries more 
energy than necessry to remove the elec- 
tron from its orbit, this excess energy can 
be transferred to the electron in the form 
of kinetic energy. Figure 2.77 shows elec- 
trons ejected in this manner. These are 
referred to as PHOTOELECTROiNS, and 
the process by which this transfer of en^ 
ergy was accomplished is known as the 
PHOTOELECTRIC EFFECT. Since the 
orbital electron in this case has completely 
absorbed the energy of the gamma ray, 
the photon disappears. The photoelectron 
will ultimately lose its energy through the 
formation of ion pairs. The photoelectric 
effect generally occurs with low energy 
gamma photons of approximately one- 
tenth MeV or less. 




Figure 2,77. — Absorption of gamma radiation by the 
photoelectric effect. 

2.78 The COMPTOM EFFECT does not 
completely absorb the energy of the 
gamma ray. A gamma ray loses a part of 
its energy to a free or loosely bound or- 
bital electron but will continue as a scat- 
tered gamma photon of lower energy. The 
energy of this photon will equal the differ- 
ence in original energy less the amount of 
energy transferred to the electron. The 
gamma photon reacting with an orbital 
electron acts as though it had mass since 
it causes the electron to be ejected with 
high energy and a lower energy photon 
rebounds at some angle. Both the electron 
which is ejected at an angle to the path of 
the original gamma photon and^the lower 
energy gamma photon which is also scat- 
tered at an angle may cause further ioni- 
zation. Figure 2.78 shows the Compton 
effect. This effect occurs with intermedi- 
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ate gamma photons of approximately one- 
tenth to one MeV. 




Figure 2.78.— Absorption of gamma radiation by the 
Compton effect. 

2.79 PAIR PRODUCTION occurs only 
with high-energy gamma rays. In this 
process, as the photon approaches the nu- 
cleus of the absorbing atom, it completely 
converts itself into a pair of electrons. One 
of these is called a NEGATRON but ac- 
tually is an ordinary electron with a nega- 
tive charge. The other particle which has 
exactly the same mass as the negatron 
(electron) but carries a positive charge 
rather than a negative charge is known as 
a POSITRON and is designated by the 
symbol e + . This process requires gamma 
rays with a minimum energy of 1.02 MeV, 
ancl at energy levels above this the possi- 
bility of this interaction increases. Figure 
2.79 is a diagram of this reaction. 




Figure 2.79.— Absorption of gamma radiation by pair 
production. 

2.80 Energy in excess of 1.02 MeV is 
shared by the negatron-positron pair in 
the form of kinetic energy. The positron 
usually acquires somewhat more energy 
than the negatron. This process is often 
used as an example of Einstein^s mass- 
energy theory (E = mcS see paragraph 2,5), 
since it is an example of the creation of 
matter (the pair of electrons) out of pure 
energy (the gamma ray). It has been found 
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that the mass of one electron is equal to 
0.51 MeV. Since the pair production proc- 
ess involves the conversion of energy to a 
negatron-positron pair, the energy re- 
quired must be at least two times the 
energy equivalent of one electron, 0.51 
MeV. Any energy in the photon that is in 
excess of 1.02 MeV causes the ejected par- 
ticles to have greater kinetic energy. The 
negatron is now equal to the beta particle, 
usually a very energetic beta particle, and 
will react and be stabilized in the same 
manner as previously explained. The posi- 
tron has an extremely short life, which is 
ended by combining with an electron. 
However, before this happens it will cause 
ionization of other atoms. When the posi- 
tron does join an electron they are annihi- 
lated with the production of two gamma 
photons of 0.51 MeV each, which eventu- 
ally will be absorbed by Compton or pho- 
toelectric effect. 

CURIES AND ROENTGENS 

To be effective in your radiological 
defense work, you must get a firm 
grasp on the ways radiation is meas- 
ured. "Radiation", like "distance" is a 
general concept. You would have a 
weak understanding of distance if you 
were vague about ^*foot", **inch", 
"mile", "kilometer", "light year" and 
the other ways by which distance is 
measured. The same is true for radia- 
tion. 

2.81 The CURIE (Ci) is the unit used to 
measure the activity of all radioactive sub- 
stances. It is a measurement of rate of 
decay or nuclear disintegration that oc- 
curs within the radioactiye material. Thfe 
curie initially established the activity 
(that is, the decay rate) of radium as the 
standard with which the activity of any 
other substance was compared. 

2.82 By using a formula that takes into 
account the number of atoms per gram 
and the value of the half-life in seconds, 
scientists have determined that the activ- 
ity of radium is equal to 3.7 x 10'^ nuclear 
disintegrations per gram per second. This 
value is now the standard unit of compari- 
sbn. A curie of any radioactive isotope. 
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therefore, is the ainount of that isotope that 
will produce 3,7 X 10^^ nuclear disintegra- 
tions per second. Since the measure is 
based on number of disintegrations, the 
weight of the radioisotope will vary from 
that of radium. A curie of pure Co^^ would 
weigh less than 0.9 milligrams, while a 
curie of U^^^ would require over two metric 
tons. The cutie is a relatively large unit. 
In training, a millicurie, mCi (one-thou- 
sandth curie) and the microcurie, MCi 
(one-millionth curie) are common units in 
use. At the opposite extreme, the curie is 
too small a unit for convenient measure- 
ment of the high-order activity produced 
by a nuclear explosion. For this purpose, 
the megacurie (one million curies) is used. 

2.83 The ROENTGEN (R) by definition 
measures exposure to gamma and X-rays. 
It is an expression of the ability of gamma 
or X-ray radiation to ionize air. One R will 
produce 2.083 x 10^ ion pairs per cubic cen- 
timeter of air or 1.61 x 10*^ pairs. per 
gram of air. (See Par 4.13 for a more 
complete discussion.) 

The curie measures radioactivity. 

The roentgen measures X or gamma 

radiation. 
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EFFECTS OF NUCLEAR WEAPONS 



After our introduction to the- language 
of nuclear physics, we are ready to use 
some of these terms in arriving at an 
understanding of a nuclear detonation and 
a knowledge of what can be expected from 
a nuclear detonation. This is our primary 
objective and in reaching it, we will also 
cover: 

WHAT is a cliaih reaction 

WHEN does it occur 

HOW is it like a chemical explosion 

HOW is it different 

WHAT is fission and fusion 

HOW a nuclear weapon works 

WHAT are the effects of a nuclear 
explosion 

WHAT is fallout 

FAMILIARITY BREEDS CONTROL 

3.1 During World War II many large 
cities in England, Germany, and Japan 
were subjected to terrific attacks by high- 
explosive and incendiary bombs. Before 
the war, it was fully expected that such 
attacks would cause great panic among 
the civilian residents of bombed cities. Ob- 
servations during the attacks and subse- 
quent detailed studies, however, fail to 
bear out this expectation. The studies 
showed that when proper steps were taken 
for the protection of the civilian popula- 
tion and for the restoration of services 
after the bombing, there was little, if any, 
evidence of panic. In fact, when* such 
measures are taken, the studies showed 
that there was a definite decline in overt 
fear reactions as the air bombings contin- 
ued, even when the raids becoyne heavier 
and more destructive. 

3.2 The history of nuclear defense may 



be said to have started with the explosion 
of the two bombs over Japan in August, 
1945, 

These, the first and only nuclear weap- 
ons ever used against an enemy, caused 
unprecedented casualties. Many of these 
casualties could have been prevented if 
there had been sufficient warnings to per- 
mit clearing the streets, and if the people 
of Hiroshima and Nagasaki had known 
what to expect and what to do. For exam- 
ple, only 400 people out of a population of 
almost a quarter of a million were inside 
the excellent tunnel shelters at Nagasaki 
that could well have protected 75,000 peo- 
ple, 

3.3 Information accumulated at Alamo- 
gordo, Hiroshima, Nagasaki, Bikini, En- 
iewetok, and Nevada, as well as experi- 
ence gained from other types of warfare, 
has contributed to the store of defensive 
knowledge. From this knowledge, methods 
of coping with a nuclear weapon attack 
have been, and are being devised, 

NUCLEAR WEAPON DETONATION VS. 
HIGH EXPLOSIVE DETONATION 

3.4 The nuclear bomb was designed as 
a blast weapon. Therefore, although im- 
mensely more powerful, it resembles 
bombs of the conventional type, insofar as 
its destructive effect is due mainly to the 
blast or shock that follows the detonation. 
However, nuclear detonations do differ 
from conventional detonations in four im- 
portant respects: 

First — a fairly large amount of. the 
energy from a nuclear detonation is 
emitted as THERMAL RADIATION, 
generally referred to as LIGHT and 
HEAT; 

^Second — the explosion is accompanied 
by highly-penetrating, harmful but IN- 
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VISIBLE NUCLEAR RADIATIONS; 

Third— the nuclear reaction PROD- 
UCTS, which remain after the detona- 
tion, are RADIOACTIVE, emitting ra- 
diations capable of producing harmful 
consequences in living' organisms; 
Fourth — nuclear explosions can l>e 
many thousands (or millions) of times 
more powerful than the largest conven- 
tional detonations. 

PRINCIPLES OF A CHEMICAL 
DETONATION 

3.5 Before the discovery of how nuclear 
energy could be released for destructive 
purposes, the explosive material in bombs 
of the type in general use, often referred 
to as conventional bombs, consisted 
largely of atoms of the elements carbon, 
nitrogen, hydrogen, and oxygen, in TNT 
(trinitrotoluene) or of a related chemical 
material. These explosive substances are 
unstable in nature, and are easily broken 
up into more stable molecules. This proc- 
ess is associated with the liberation of a 
relatively large amount of energy, mainly 
as heat. Once the decomposition of a few 
molecules of TNT is initiated, by means of 
a suitable detonator, the resulting shock 
causes still more molecules to decompose. 
As a result, the overall rate at which TNT 
molecules break up is very high. This type 
of behavior is characteristic of many ex- 
plosions, the process being accompanied 
by the liberation of a large quantity of 
energy in a very short period of time 
within a limited space. 

3.6 The products of the decomposition 
of conventional explosives are mainly ni- 
trogen and oxides of nitrogen, oxides of 
carbon, water vapor, and solids, notably 
carbon, which are readily dissipated in the 
surrounding air. Therefore, the sub- 
stances remaining after trie explosion do 
no more harm than the poisonous carbon 
monoxide present in the exhaust gases 
when automobile and airplane engines are 
operated in the'open air. 

3.7 With a conventional explosive the 
chemical molecules comprising the various 
atoms are held together by certain forces, 
sometimes referred to as valence bonds. 
When the molecules undergo decomposi- 
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tion, there is a rearrangement of the tit- 
oms, and there is a change in the charac- 
ter of the valence bonds. As stated above, 
a chemical explosive is an unstable com- 
pound, and in it the valenbe forces are 
relatively weak. In the molecules of the 
decomposition products, however, the 
same atoms are bound more strongly. It is 
a law of physics that the conversion of any 
system in which the constituents are held 
together by weak forces into one in which 
the forces are stronger, must be accom- 
panied by the release of energy. Conse- 
quently, the decomposition of an unstable 
chemical explosive results in the libera- 
tion of energy. 

PRINCIPLES OF NUCLEAR DETONATIONS 

3.8 An atomic or nuclear explosion re- 
sembles chemical explosions in the respect 
that it is due to the rapid release of a large 
amount of energy. But the difference lies 
in the fact that in the nuclear explosion, 
the energy results from rearrangement 
within the central portion^ or nucleus of 
the atom, rather than among the atoms 
themselves as in a chemical explosion. 
Since the forces existing between the pro- 
tons and neutrons in the nucleus are much 
greater than the forces between the atoms 
in a molecule of chemical explosive mate- 
rial, energy changes, accompanying nu- 
clear rearrangements are very much 
greater than those associated with chemi- 
cal reactions. 

3.9 The basic requirement for energy 
release is that the total mass of the inter- 
acting species should be greater than that 
of the resultant product (or products) of 
the reaction. As we saw in Chapter II, 
there is a definite equivalence between 
mass and energy. Thus, when a decrease 
of mass occurs in a nuclear reaction, there 
)s an accompanying release of a certain 
.Tijnount of energy related to the decrease 
hi mass. In addition to the necessity for 
tlie nuclear process to be one in which 
t. tere is a net decrease in mass, the release 
of nuclear energy in amounts sufficient to 
cause an explosion requires that the reac- 
tion should be able to reproduce itself once 
it has been started. Two types of nuclear 




FUSION 



Figure 3.9.— Fission and fusion. 

interactions which can meet the require- 
ments for the production of large amounts 
of energy in a short time are FISSION and 
FUSION. The fission process takes place 
with some of the heaviest nuclei (high 
atomic number), whereas the fusion proc- 
ess involves some of the lightest nuclei 
(low atomic number). (See Figure 3.9.) 

NUCLEAR FISSION 

3.10 The fissile materials which can 
presently be used to produce nuclear ex- ^ 
plosions are the uranium isotopes U^^^, 
U"*, and the plutonium isotope Pu"*. 
When a neutron enters the nucleus of the 
appropriate atom, the nucleus splits (fis- 
sions) into two daughter nuclei and two to 
three neutrons (Figure 3,10). For U^^, U^^, 
and Pu^^, unlike the case for U"», there is 
no lower limit for the kinetic energy that a 
neutron must possess to enable it to cause 
fission on capture by a nucleus of any of 
these three isotopes. For this reason, 
these isotopes are called fissile materials, 
and only these three are of practical sig- 
nificance. In the case of a nonfissile nu- 
cleus, the energy of the incident neutron 
must exceed a certain threshold value to 
enable it to cause fission or-capture. The 
threshold values for U"« and Th"^ (Thor- 



ium 232) are nearly 0.9 MeV and 1.1 MeV 
respectively. Generally speaking, any 
heavy nucleus can undergo fission if the 
excitation energy is large enough, e.g., 
fission of gold occurs with neutrons of 
a*bout 100 MeV energy. 

<j, FISSION FRAOCNT 
Z.5n(AVERAGe) + ENEftGY 
^ FISSKJN FRAGMtNT 




Figure 3.10^Fission of uranium 235 produces 
neutrons. 

FISSION CHAIN REACTION 

3.11 In addition to the la'rge amount of 
energy released in nuclear fission, the sec- 
ond important fact, which has made possi- 
ble the production of an explosion as a 
result of fission, is that the process is 
accompanied by the release of two or more 
NEUTRONS (Figure 3.10). The neutrons 
thus liberated in the fission process are 
able to cause the fission of other uranium 
or plutonium nuclei. In each case more 
neutrons are released, which can produce 
further fission, and so on. Hence, a single 
neutron could start a self-sustained^ chain 
of fissions, the number of nuclei involved 
increasing at a tremendous rate. 

3.12 Actually, not all the neutrons lib- 
erated in the fission process are available 
for causing more fissions. Some of these 
neutrons escape and others are lost in 
non-fission reactions. It will be assumed, 
however, for simplicity, that for each ura- 
nium (or plutonium) nucleus undergoing 
fission, there are two neutrons produced 
capable of initiating further fission. Sup- 
pose a single neutron is captured by a 
nucleus in a quantity of uranium, so that 
fission occurs. Two neutrons are then lib- 

' A self-sustftined chain reaction in pure U"" or pure Th"'' or natural 
uranium is not possible. 
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erated and these cause two more nuclei to 
undergo fission. This results in the produc- 
tion of four neutrons available for fis- 
sion. The fissions increase by geometric 
progression (1,2,4,8,16,32,64,128,256,- 
512,1024,2048,4096, and so on). By the 
eighty-first step of this process, we have 
2.5 X 10^^ fissions — enough to fission a kilo- 
gram of refined uranium. The time re- 
quired for the 81 steps is Vio' seconds. As 
you can see, this tremendous activity 
takes place almost instantaneously, thus 
producing an explosive react^ion. 

3.13 The actual loss of mass in the fis- 
sion of uranium or plutonium is only about 
one-tenth of a percent of the total. That is, 
if all the atomic nuclei in one pound of 
uranium or plutonium undergo fission^ the 
decrease of mass would be roughly five- 
tenths of a gram or one-sixtieth part of an 
ounce. Nevertheless, the amount of energy 
released by the disappearance of this 
quantity of matter would be about the 
same as that produced by the explosion of 
8,000 tons of TNT. 

CRITICAL SIZE OF NUCLEAR FISSION 
BOMB 

3.14 When a piece of fissile material is 
below £ certain size, a few of the atoms are 
continually undergoing fission, but more 
neutrons escape through its surface than 
are produced in fission, and an increasing 
chain of fissions is not built up. Such a 
mass is called SUBCRITICAL. On the 
other hand, when a mass (in a given 
shape) is just great enough to support a 
sustaining chain reaction, it is called a 
CRITICAL mass. As we can readily see, 

(BEFORE DETONATION) 




FIGURE 3.14.— Tamper 



then, if several pieces of fissile material, 
totalling more than the critical amount, 
are suddenly brought together inside a 
strong container or TAMPER (see Figure 
3.14) a nuclear detonation results. 

What constitues a CRITICAL mass de- 
pends upon a niiniber of factors, including 
the density of the material (whether solid 
metal or in porous, spongy form); arid also 
upon the nature of the TAMPER and 
whether it absorbs neutrons or can reflect 
them back into the fissile charge. 

3.15 Published information suggests 
^ that an unconfined sphere of U^^ metal of 
abput 6V2 inches diameter and weighing 
about 48 kilograms woXild be a critical 
amount; this would be reduced to about 
4^/2 inches diameter (16 kg.) for a U^^* 
sphere enclosed in a heavy tamper (Figure 
3.14). The critical sizes for U^^^ and Pu"» 
have not been disclosed. The increasing 
mechanical complication of bringing to- 
gether, rapidly and simultaneously, a 
number of subcritical pieces of fissile ma- 
terial, sets a practical limit to the power of 
nuclear fission weapons. Another impor- 
tant consideration is that the size 6f a 
purely fission-type bomb is limited be- 
cause, above a certain critical size, a lump 
of fissile material is self-destructive. 

(AFTER DETONATION) 
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Figure 3.16a. ^Implosion principle. 
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3.16 As we have seen, subcritical mas- 
ses or pieces of fissile material, when 
brought together rapidly can, under 
proper conditions, cause a chain reaction 
and subsequent explosion. As a very nec- 
essary safety precaution, it is obvious that 
the masses of fissionable material present 
in a nuclear bomb must be kept subcritical 
until time for the bomb to be detonated. 
And when that time arrives, the subcriti- 
cal masses must form a supercritical mass 
instantaneously. One way of producing a 
supercritical mass is. by forcing two or 
more subcritical masses together. Another 
way is to squeeze a subcritical mass 
tightly into a new shape and/or a greater 
density. Such a mass becomes supercriti- 
cal without the addition of any more sub- 
stance. This latter method, first used in a 
crude form in the Nagasaki bomb, is called 
the implosion principle (Figure 3.16a). In 
this bomb, a given amount of fissile mate- 
ria:, subcritical in the form of a thin spher- 
ical ?5rell, became critical when com- 
pressed into a solid sphere. This compres- 
sion was brought about by firing specially 
fabricated shapes of ordinary high explo- 
sive arranged spherically on the outside 
surface of the hollow sphere, When the 
explosive is detonated, the mass is com- 
pressed, immediately becoming supercriti- 
" cal and the atomic detonation takes place. 
The other method was used with the Hiro- 
shima bomb. The subcritical masses, en- 
closedjn something like a gun barrel, were 
impelled against each other by the action 
of regular chemical explosives (Figure 
3.16b). 



FISSION AND FUSION . . . AND 
THERMONUCLEAR WEAPONS 

3.17 A fission explosion produces— 
briefly and in a small space — intensities of 
light and heat comparable to those in the 
sun. A fusion explosion does still more: it 
duplicates a part of the actual process by 
which the sun and other stars produce 
their light and heat. This process is not a 
chemical burning reaction, It is a nuclear 
fusion reaction in which four nuclei of 
simple hydrogen become one nucleus of 
stable helium, with a conversion of mass 
to radiant energy. Through this process 
our sun, every second, loses about 4 to 5 
million tons of matter, radiated as energy. 
From experiments made in laboratories 
with cyclotrons and similar devices, it was 
concluded that man could partially dupli- 
cate the process of the sun, by the fusion 
of isotopes of hydrogen. This element is 
known to exist in three isotopic forms in 
which the nuclei have masses of 1, 2, and 
3, respectively. These are generally re- 
ferred to as hydrogen (HO, deuterium (H^ 
or D2), and tritium (H^ or T^). Several dif- 
ferent fusion reactions have been ob- 
served among the nuclei of the three hy- 
drogen isotopes, involving either two simi- 
lar or two different nuclei. In order to 
make these reactions occur to an apprecia- 
ble extent, the nuclei must have high 
energies. One way in which this energy 
can be supplied is by means of a charged- 
particle accelerator, such as a cyclotron, 
as mentioned earlier. Another possibility 
is to raise the temperature to very high 
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levels. In these circumstances, the fusion 
processes are referred to as "thermonu- 
clear reactions^'. 

3.18 Temperatures of the order of a 
million degrees are necessary in order to 
make the nuclear fusion reactions take 
place. The only known way in which such 
temperature can be obtained on earth is 
by means of a fissiort explosion. At temper- 
atures of millions of degrees centigrade, 
atoms are stripped of most of their sur- 
rounding cloud of electrons and the nuclei 
move at very high speeds experiencing 
many collisions with one another. Under 
these circumstances, the nuclei of the 
rarer hydrogen isotopes deuterium and 
tritium have enough energy of motion to 
overcome the repulsive forces between 
their single positive electrical charges and 
they are able to fuse together. The energy 
released in the fusion of these two nuclei 
is about one-twelfth of that released in the 
fission of a single U^^ nucleus; but on an 
equal weight basis, the fusion energy is 
about three times as large as the energy of 
fission of U^^*, The actual quantity of en- 
ergy liberated, for a given mass of mate- 
rial, depends on the particular isotope (or 
isotopes) involved in the nuclear fusion 
reaction. Four thermonuclear fusion reac- 
tions are noted below: 

H2 +H2^He3 +n +3.25 MeV 
H2 -^H^ +4.03 MeV 
H'' +H2 ^He^ +n +17.58 MeV 
H3 +H3 ^He^ +2n +11.32 MeV 

where He is the symbol for helium and n 
(mass = 1) represents a neutron. The en- 
ergy liberated in each case is expressed in 
million-electron-volts (MeV). 

3.19 Used alone, deuterium and trit- 
ium, as isotopes of the gaseous element 
hydrogen, have to be liquefied at a very 
low temperature and maintained there for 
containment in a thermonuclear device. 
This is inconvenient although it has been 
reported that the first American thermon- 
uclear device tested in 1952 was of this 
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Figure 3.19.— Fission-fusion reaction. 

type. In later weapons the deuterium is 
combined chemically with the metal lith- 
ium in the form of a white powder. Each 
neutron (1 mass unit) released by the trig- 
gering fission bomb splits a lithium atom 
(6 mass units) into the non-radioactive gas 
helium (4 mass units) and tritium (3 mass 
units), and the latter fuses with the deu- 
terium atoms present in the compound 
(Figure 3.19). There is no limit, other than 
the convenience of delivery, to the size of a 
fusion or thermonuclear weapon, and it is 
claimed that lithium deuteride is less 
costly than fissile materials such as U^^^ 

U235 py239 

3.20 In considering weapon designs, it 
is possible ,also to have a fission-fusion- 
fission type weapon (Figure 3.20). In the 
process of fusion, a neutron is released at 
a very high speed and it has enough en- 
ergy to split the commoner atoms of U^^'. 
A thermonuclear weapon can be designed 
with a core of fissile U^^^ as a fusion initia- 
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Figure 3.20. — Fission-fusion-fission reaction. 
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tor encased in a heavy container of U^^^. 
This U^^* casing will undergo fission from 
the high-speed neutrons produced in the 
hydrogen fusion detonation. Since the cas- 
ing might be many times heavier than the 
fissile core of U"^ correspondingly larger 
'tjuantities of fission' products would be re- 
leased as fallout from such a weapon, 

3.21 A much more detailed discussion 
of fission products will be taken up later in 
this chapter, but it might be mentioned 
here that all existing types of nuclear 
weapons release fission products. "Dirty'* 
bombs produce a great deal and "clean** 
bombs produce little, the dirtiness depend- 
ing upon the ratio of fission to fusion 
energy produced by the bomb. The divid- 
ing line between ''clean'* and ''dirty** 
bombs is, thus, a matter of opinion, but the 
fission-fusion-fission type of weapon men- 
tioned in paragraph 3.20 would be a rela- 
tively "dirty** one. 

ENERGY YIELD OF A NUCLEAR 
EXPLOSION 

3.22 The power of a nuclear detonation 
is expressed in terms of the total amount 
of energy released as compared with the 
energy liberated by TNT when it explodes. 
A i-kiloton nuclear detonation is one 
which releases energy equivalent to 1,000 
tons of TNT which is called the kiloton 
(KT). The advent of thermonuclear hydro- 
gen bombs made it desirable to use a unit 
about 1,000 times larger still, and the me- 
gaton (MT) uniL was adopted. It is equiva- 
lent to the energy released by the detona- 
tion of 1,000,000 tons of TNT. The bombs 
detonated over Hiroshima and Nagasaki, 
and those used in the 1946 test at Bikini, 
released roughly the same amount of en- 
ergy as 20,000 tons (or 20 kilotons) of TNT. 
In recent years, much more powerful 
weapons, with energy yields high in the 
megaton range, have been developed. 

DISTRIBUTION OF ENERGY 

3.23 Although the detonation of chemi- 
cal explosives, such as TNT, and the deto- 

r nation of a nuclear weapon both produce 



heat or thermal radiation, the proportion 
as well as the quantity is much higher in 
the case of the nuclear weapon. The basic 
reason for this difference is that, weight 
for weight, the energy produced in a nu- 
clear explosion is millions of times as great 
as that in a chemical explosion. Conse- 
quently, the temperatur.es reached in the 
nuclear explosion are much higher than in 
a chemical explosion — tens of millions of 
degrees in a nuclear explosion compared 
with a few thousands in a chemical explo- 
sion. 

3.24 For a nuclear detonation in the 
atmosphere below 100,000 feet, about 85 
percent of the total energy appears first as 
intense heat. As shown in Figure 3.24, 
almost immediately a considerable part of 
this heat is converted to blast or shock; 
the remaining thermal energy moves radi- 
ally outward at the speed of light as heat 
and visible light. The remaining 15 per- 
cent of the energy of the nuclear explosion 
is released as various nuclear radiations. 
Of this, 5 percent constitutes the nuclear 
radiation produced within a minute or so 
of explosion, whereas the final 10 percent 
of the bomb energy is in the form of resid- 
ual radiation emitted over a period of 
time. The residual radiation, includes the 
FALLOUT we will discuss in later chap- 
ters. ^ 

TYPES AND HEIGHTS OF NUCLEAR 
DETONATIONS 

3.25 As we have seen, an explosion is 
the release of a large quantity of energy in 
a short interval of time within a limited 
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Figure 3.24.— Distribution of energy in a typical air 
burst of a fission weapon in air at an altitude below 
10,000 feet. 
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space. The liberation of this energy is ac- 
companied by a considerable increase in 
temperature, so that the products of the 
explosion become extremely hot gases. 
These gases, at high temperature and 
pressure, move outward rapidly. In doing 
so, they push away the surrounding me- 
dium—air, earth, or water— with great 
force, thus causing the destructive (blast 
or shock) effects of the explosion. The term 
"blast" is generally used for the effect in 
air, because it resembles (and is accom- 
panied by) a very strong wind. In water or 
under the ground, however, the effect is 
referred to as ''shock" because it is like a 
sudden impact. 

3.26 The immediate phenomena associ- 
ated with a nuclear explosion, as well as 
the effects of shock and blast, and thermal 
and nuclear radiation, vary with the loca- 
tion of the point of burst in relation to the 
surface of the earth. For each weapon of 
specific power, there is a critical height of 
burst above which the fireball will not 
touch the ground and, hence, it will not 
produce .appreciable contamination on the 
earth's surface. Although many variations 
and intermediate situations can arise in 
practice, for descriptive purposes three 
types of bursts are distinguished. The 
main types, which will be defined below, 
are air, surface, and sub-surface burst. 

CHARACTERISTICS OF AN AIR BURST ^ 

3.27 An air burst (frequently the most 
efficient means of accomplishing a mili- 
tary objective, and the type used over 
Japan) is defined as one in which the bomb 
is exploded in the air, above land or water, 
at such a height that the fireball (at maxi- 
mum brilliance) does not touch the sur- 
face*. The aspects of an air burst will be 
dependent upon the actual height of the 
explosion, as well as upon the energy yield 
of the weapon, but the general phenomena 
are much the same in all cases. 

3.28 In the following discussion, it will 
be supposed first, that the weapon detona- 
tion takes place in the air at a considera- 
ble height above the surface. The descrip- 
tions given here refer mainly to the phe- 
nomena accompanying the explosion of a 



1-megaton TNT equivalent nuclear bomb. 
The important aspects of a nuclear explo- 
sion in the air are summarized in Figures 
3.28a to 3.28e. 



THE FIREBALL 

3.29 As already seen, nuclear reactions 
involving fission and fusion in a nuclear 
weapon lead to the liberation of a large 
amount of energy in a very short period of 
time within a limited space. As a result, 
the nuclear reaction products, bomb cas- 
ing,' other weapon parts, and surrounding 
air are raised to extremely high tempera- 
tures, approaching those in the center of 
the sun. Due to the great heat produced by 
the nuclear explosion, all the materials 
are converted into the gaseous form. Since 
the gases, at the instant of^explosion, are 
restricted to the region' occupied by the 
original constituents in the bomb, tremen- 
dous pressure-, will be produced. These 
pressures are many hundreds of thou- 
sands times the atmospheric pressure, ^ 
i.e., of the order of millions of pounds per 
square inch. 

3.30 Within a fraction of a second of the 
detonation of the bomb, the intensely hot 
gases at extremely high pressure appear 
as a roughly spherical, highly luminous 
mass. This is the fireball referred ic in 
paragraph 3.26. A typical fireball accompa- 
nying an air burst is shown in Figure 
3.28a. Although the brightness decreases 
with time, after about a millisecond,"^ the 
fireball of a 1-megaton nuclear bomb ex- 
plosion would appear to an observer 60 
miles away to be many times as bright as 
the sun at noon. 

3.31 As a general rule, the luminosity 
of the fireball does not vary greatly with 
the yield (or power) of the bomb. The sur- 
face temperatures attained, upon which 
the brightness depends, are thus not very 
different, in spite of differences in the 
total amounts of energy released. 

3.32 Immediately after its formation, 
the fireball begins to enlarge in size, en- 
gulfing cooler surrounding air. The growth 

'The normal atmospheric pressure at aea level ia 14.7 pounds per 
square inch (PSI). 

millisecond is one-thousandth part of a second. 
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in size of the fireball is accompanied by a 
decrease in temperature (and pressure) 
and, hence, in luminosity. At the same 
time, the fireball rises, much like a fiery 
doughnut. As it rises, there are updrafts 
through the center of the doughnut and 
downdrafts on the outside. 

3.33 Within seven-tenths of a millise- 
cond from the detonation, the fireball from 
a 1-megaton bomb reaches a radius of 



about 220 ^^t, and this increases to a' 
maximum of about 3,600 feet in 10 seconds. 
The diameter is then some 7,200 feet and 
the fireball is rising at the rate of 250 to 
350 feet per second. One minute after deto- 
nation, the fireball has cooled, due to the 
emission of heat and entrainment of cool 
air, to such an extent that it is no longer 
luminous. It has, by this time, risen 
roughly 4.5 miles from the point of burst. 
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Figure 3.28a.— Chronological development of an air burst: 1.8 seconds after 1-megaton detonation. 
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FrovRE 8.28b.— Chronological development of an air burst: 4.6 seconds after 1-megaton detonation. 
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Figure 3.28c.-^Chronological development of an air burst: 11 seconds after 1-megaton detonation. 
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RATE OF RISE 
130-170 MPH 

RADIOACTIVE CLOUD 




^ — Wll 

MDS ■ 

— *^f^^ 



■WIND VELOCITY 275 MPM 

AFTERWINDS " 



MILES ^ 



1- 
4 



5 



9 



10 



Figure 3. 28e.— Chronological development of an air burst: 110 seconds after 1-megaton detonation. 



THE BLAST WAVE 

3,34 At a fraction of a second after the 
explosion, a destructive high-pressure 
wave develops in the air around the fire- 
ball and moves rapidly away, behaving 
like a moving wall of highly compressed 
air. After the lapse of 10 seconds, when the 
fireball of a 1-megaton nuclear bomb has 
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attained its maximum size (7,200 feet 
across), the blast front is some 3 miles 
further ahead. About a minute after the 
explosion, when the fireball is no longer 
visible, the blast wave has traveled ap- 
proximately 12 miles. It is then moving at 
about 1,150 feet per second, which is 
slightly faster than the speed of sound at 
sea level. 
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Figure 3.35. — Fusion of incident and reflected waves and formation of Mach stem. 



THE MACH WAVE 

3.35 When the blast wave strikes the 
surface of the earth, it is reflected in a 
way similar to a sound wave producing an 
echo. This reflected blast wave, like the 
original (or direct) wave, is also capable of 
causing material damage. At a certain re- 
gion on the surface, the position of which 
depends chiefly on the height of the burst 
above the surface and the energy of the 
explosion, the direct and reflected blast 
fronts fuse as shown in Figure 3.35. This 
fusion phenomenon is called the MACH 
RFFECT. The OVERPRESSURE, i.e., the 
pressure of the blast wave in excess of the 
normal atmospheric value, at the front of 
the Mach wave is generally about twice as 
great as tf at at the direct shock front. The 
maximum overpressure value, i.e., at the 
blast front, is called the Peak overpres- 
sure. 

P«-f«eFLCCTCD WAVE , 
I - INCIDENT WAVE j 

I 

I 




3.36 For a **typical" air burst of a 1- 
megaton nuclear weapon, the Mach effect 
will begin approximately 5 seconds after 
the explosion, in a rough circle at a radius 
of 1.3 miles from ground zero. The term 
**GROUND ZERO" refers to the point on 
the earth's surface immediately below (or 
above) the point of detonation. 

3.37 At first, the height of the Mach 
front is small (Figure 3.37), but as the 
blast front c6ntinues to move outward, the 
height increases steadily forming a MACH 
STEM. During this time, however, the ov- 
erpressure, like that in the original blast 
wave, decreases correspondingly because 
of the continuous loss of energy and the 
ever-ipcreasing area of the advancing 
front. After the lapse of about 40 seconds, 
when the Mach front from a 1-megaton 
nuclear bomb is 10 miles from ground zero, 
the overpressure will have decreased to 




Figure 3.37.— Outward motion of the blr.st wave near 
the surface in the Mach region. 
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roughly 1 pound-per square inch. Most of 
the material damage caused by an air 
burst nuclear bomb is due mainly — di- 
rectly or indirectly—to the blast (or shock) 
wave. The majority of structures will suf- 
fer some damage from air blast when the 
overpressure in the blast wave is about 
one-half pound per square inch or more, 

3.38 The distance from ground zero at 
which the Mach stem commences, and to 
which an overpressure of one-half pound 
per square inch will extend, depends on 
the yield or size of the explosion and on 
the height of the burst. As the height of 
the burst for an explosion of given energy 
is decreased, Mach reflection commences 
nearer to ground zero, and the overpres- 
sure at the surface near ground zero be- 
comes larger. If the bomb is exploded at a 
greater height, the Mach fusion com- 
mences farther away, and the overpres- 
sure at the surface is reduced. An actual 
contact surface burst leads to the highest 
possible overpressures near ground zero, 
but no Mach effect occurs, since there, is 
no reflected wave. 

3.39 In the nuclear explosions over Hi- 
roshima and Nagasaki during World War 
II, the height of burst was about 1,850 
feet. It was estimated, and has since been 
confirmed by nuclear test explosions, that 
a 20-kiloton bomb burst at this height 
would cause maximum blast damage to 
structures on the ground for the particu- 
lar targets concerned. Actually, there is no 
single optimum height of burst, with re- 
gard to blast effects, for any specified ex- 
plosion energy yield, because the chosen 
height of burst will be determined by the 
nature of the target. As a rule, strong (or 
hard) targets will require low air or sur- 
face bursts. For weaker targets, which are 
destroyed or damaged at relatively low 
overpressures or dynamic pressures (the 
dynamic pressure is a function of the wind 
velocity, and air density behind the blast 
front), the height of burst may be raised in 
order to increase the area of damage, since 
the distance at which low overpressure 
would result would be extended because of 
the Mach effect. 
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POSITIVE AND NEGATIVE PHASES 

3.40 As the blast wave travels in the 
air away from its source, the overpres- 
sures at the front steadily decrease, and 
the pressure behind the front falls off in a 
regular manner. After a short time, when 
the blast front has traveled a certain dis- 
tance from the fireball, the pressure be- 
hind the front drops below that of the 
normal atmosphere and a so-called NEGA- 
TIVE PHASE of the blast wave fdrms. In 
this region the air pressure is below that of 
the original ( or ambient) atmosphere. 

3.41 During the negative overpressure 
(or suction) phase, a partial vacuum is 
produced and the air is sucked in, instead 
of being pushed away, as it is when the 
overpressure is positive. In the positive (or 
compression) phase, the wind associated 
with the blast wave blows away from the 
explosion, and in the negative phase its 
direction is reversed, 

3.42 This wind is often referred to as a 
**transient" wind because its velocity de- 
creases rapidly wivn time,, During the posi- 
tive phase, these winds may have peak 
velocities of several hundred miles per 
hour at points near ground zero, and even 
at more than 6 miles from the explosion of 
a 1-megaton nuclear explosion, the peak 
velocity may be greater than 70 miles per 
hour. It is evident that such strong winds 
can contribute greatly to the blast damage 
following an air burst. The peak negative 
values of overpressure are small compared 
with the peak positive overpressures. 
Thus, it is during the compression phase 
that most of the destructive action of blast 
from an air burst will be experienced. 
However, the winds associated with the 
negative phase can be quite damaging to 
weakened structures, 

3.43 From the practical viewpoint, it is 
of interest to visualize the changes of ov- 
erpressure in the blast wave with time at 
a fixed location. The variation of overpres- 
sure with time that would be observed at 
such a location in the few seconds follow- 
ing the detonation is shown in Figure 
3.43a. The corresponding general effects to 
be expected on a light structure, a tree, 
and a small animal are indicated at the 
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Figure 3.43a. — Variation of pressure with time at a fixed location and effect of blast wave passing over a 

structure. 



left of the figure. Additional data is pre- 
sented in Figures 3.43b and 3.43c. 

BUST CASUALTIES 

3.44 There are four different kinds of 
injuries caused by the blast of an atomic 
weapon. Victims may be injured in one or 



all of tnese four ways, depending upon 
many factors, including the degree of pro- 
tection, closeness to ground zero, size of 
bomb, height of detonation, etc. 

3.45 The four kinds of blast injuries 
are: *^ 

(1) primary blast injuries, caused by 

the high pressures of the blast wave; 
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light damage to window frames and doors, moderate 
plaster damage out to about 15 miles, glass breakage 

POSSIBLE OUT TO 30 MILES, 



FINE KINDLING FUELS IGNITED. 



-Smokestacks slight damage. 

wood>frame buildings moderate damace. 

radio and tv transmitting towers moderate damace 

WOOD-FRAME BUILDINGS SEVERE DAMAGE 

TELEPHONE A POWER LINES LIMIT OF SIGNIFICANT DAMAGE. 

WALL-BEARtNG, BRICK BUILDINGS (APARTMENT HOUSE TYPE) 
MODERATE DAMAGE 

WALL-BEARING, BRICK BUILDINGS (APARTMENT HOUSE TYPE) 
SEVERE DAMAGE 

LIGHT STEEL-FRAME, INDUSTRIAL BUILDINGS* MODERATE DAMAGE 
LIGHT STEEL-FRAME, INDUSTRIAL BUILDINGS SEVERE DAMAGE 
MULTISTORY, WALL- BEARING BUILDINGS (MONUMENTAL TYPE) 
MODERATE DAMAGE. 

MULTISTORY, WALL-BEARING BUILDINGS (MONUMENTAL TYPE) 
SEVERE DAMAGE 

HIGHWAY AND RR TRUSS BRIDGES MODERATE DAMAGE 

MULTISTORY. STEEL-FRAME BUILDING ( OFFICE TYPE) SEVERE 
DAMAGE 

TRANSPORTATION VEHICLES MODERATE DAMAGE 

MULTISTORY, REINFORCED -CONCRETE FRAME BUILDINGS (OFFICE 
TYPE)^ SEVERE OAMAGE. 

MULTISTORY. BLAST-RESISTANT DESIGNED, REINFORCED CONCRETE 
BUILDINGS MODERATE 

MULTISTORY, BLAST-RESISTANT DESIGNED, REINFORCED CONCRETE 
BUILDINGS SEVERE 

ALL OTHER (ABOVE GROUND) STRUCTURES SEVERELY DAMAGED OR 
DESTROYED 



Figure 3.43b.— Damage ranges for a 1-MT typical air burst. 



(2) those from the impact of missiles 
thrown about by the force of the blast; 

(3) result of being thrown about by the 
blast; and 

(4) miscellaneous injuries, such as ex- 
posure to ground shock; dust inhalation; 
fires caused by the explosion, etc. 

3.46 Seventy percent of those who sur- 
vived the nuclear bombing in Japan suf- 
fered from blast injury. Since many of the 
survivors were also injured in other ways 
(burns and/or radiation — both to be dis- 
cussed later) we cannot say that this is the 
percentage of injuries caused by blast. 
Nevertheless, blast toas one of the major 
causes of injury and, certainly, a major 
cause of death. 

THE BOMB (RADIOACTIVE) CLOUD 

3.47 In addition to the transient winds 
associated with the passage of the blast 
front, a strong updraft with inflowing 
winds, called "afterwinds**, is produced in 
the immediate vicinity of the detonation 
due to the rising fireball. These afterwinds 



cause varying amounts of dirt and debris 
to be sucked up from the earth's surface 
into the atomic cloud. (Refer to ^Figure 
3.28e.) 

3.48 At first, the rising mass of bomb 
residue carries tiie particles upward, but 
after a time, the particles begin to spread 
out and fall slowly under the influence of 
wind and gravity. This is FALLOUT. 

THERMAL RADIATION 

3.49 Immediately after the fireball is 
formed, it starts to emit thermal radiation. 
Because of the very high temperatures of 
the fireball, this radiation consists of visi- 
ble light rays, invisible ultraviolet rays of 
shorter wave length, and invisible in- 
frared rays of longer wave length. These 
rays all travel with the speed of light. Due 
to certain physical phenomena associated 
with the absorption of the thermal radia- 
tion by the air in front of the fireball, the 
surface temperature of the fireball under- 
goes a curious change. The temperature 
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STRUCTURE TYPE 


DAMAGE 


EXPLOSION YIELD 
(Distance in miles) 


100 KT 


1 MT 


10 MT 


WOOD-FRAME BUILDING, 
RESIDENTIAL TYPE 


MODERATE 


3.2 


6.6 


14 


SEVERE 


2.4 


5.5 


12 


WALL-BEARING, MASONRY 
BUILDING, APARTMENT 
HOUSE TYPE 


MODERATE 


2.4 


4.7 


10 


SEVERE 


1.7 


3,5 


B,7 


MULTISTORY, WALL- 
BEARING BUILDING, 
MONUMENTAL TYPE 


MODERATE 


1.6 


3.5 


7.4 


SEVERE 


1.3 


2.8 


6.1 


REINFORCED CONCRETE 
(NOT EARTHQUAKE 
RESISTANT) BUILDING, 
CONCRETE WALL, SMALL 
WINDOW AREA 


MODERATE 


1.5 


3.4 


7.2 


SEVERE 


I.I 


2.5 


5.9 



FOR A SURFACE BURST THE RESPECTIVE DISTANCES ARE THREE QUARTERS OF 
THOSE FOR AN AIR BURST OF THE SAME YIELD. 



Figure 3.43c. — Maximum ranges from ground zero for structural damge from air bursts. 



decreases rapidly for a fraction of a sec- 
ond. Then, the surface temperature in- 
creases again for a somewhat longer time, 
after which it falls continuously. In other 
words, there are effectively two surface- 
temperature pulses: the first is of very 
short duration, whereas the second lasts 
for a much longer time. This behavior is 
quite standard with all size weapons, al- 
though the duration times of the two 
pulses increase with the energy yield of 
the explosion. After about 3 seconds from 
the detonation of a 20 KT bomb, the fire- 
ball, although still very hot, has cooled to 
such an extent that the thermal radiation 
is no longer important, whereas amounts 
of thermal radiation still continue to be 
emitted from the fireball at 11 seconds 
after a 1-megaton explosion. 



3.50 Corresponding to the two tempera- 
ture pulses, there are two pulses of emis- 
sion of thermal radiation from ti>e fireball 
(Figure 3.50). In the first pulse, which 
lasts about a tenth of a second for a 1- 
megaton explosion, the temperatures are 
mostly very high. As a result, much of the 
radiation emitted in this pulse is in the 
ultraviolet region. Moderately large doses 
of ultraviolet radiation can produce pain- 
ful blisters, in milder form these effects 
are familiar as sunburn. However, in most 
circumstances, the first pulse of thermal 
radiation is not a significant hazard, with 
regard to skin burns, for sfeveral reasons. 
In the first place, only about 1 percent of 
the thermal radiation appears in the ini- 
tial pulse because of its short duration. 
Second, the ultraviolet rays are readily 
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absorbed in the atmosphere^ so that the 
dose delivered at a distance from the ex- 
plosion may be comparatively small. Fur- 
ther, it appears that the ultraviolet radia- 
tion from the first pulse could cause signif- 
icant effect on the human skin only within 
ranges where people would be killed' out- 
right by the blast and at which other 
radiation effects are much more serious. 

3.51 The situation with regard to the 
second pulse is, however, quite different. 
This pulse may last for several seconds 
and carries about 99 percent of the total 
thermal radiation energy from the bomb. 
Since the temperatures are lower than in 
the first pulse, most of the rays reaching 
the earth consist of visible and infrared 
light. It is this radiation which is the main 
cause of skin burns of various degrees 
suffered by exposed individuals out to 12 
miles or more from the explosion of a 1- 
megaton bomb, on a fairly clear day. The 
warmth may be felt at a distance of 75 
ir.iles. Far air bursts of higher energy 
yields, the corresponding distances, will, of 
course, be greater. Generally, thermal ra- 
diation is capable of causing skin burns on 
exposed individuals at such distances from 
the nuclear explosion that the effects of 
blast and of the initial nuclear radiation 
are not significant. 

THERMAL RADIATION CASUALTIES 

3.52 It is convenient to divide thermal 
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Figure 3.50. — Emission of thermal radiation in two 
pulses. 
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burns due to a nuclear explosion into two 
classes, namely (1) primary burns, and (2) 
secondary burns. As in the case of blast 
injuries, the terms primary and secondary 
refer to the manner in which the burns 
are inflicted. Those in the first class are a 
direct result of thermal radiation from the 
bomb, while those in the second group 
arise indirectly from fires caused by the 
explosion. From the medical point of view, 
a burn is a burn, whether received as a 
flash burn from the initial thermal burst 
or, at a later time, from the burning envi- 
ronment. 

3.53 Experiments in the laboratory and 
in the field have established criteria for 
assessing the degree of thermal damage to 
be expected for doses of thermal radiation 
delivered to human tissue within specified 
time limits. Medical diagnosis usually re- 
cognizes three grades of thermal injury: 
first, second and third degree injury in 
ascending order of severity. A first-degree 
burn corresponds to a moderate sunburn 
or erythema. Such damage, while quite 
painful, is reparable with time and re- 
quires no special treatment beyond the 
relief of pain. The second-degree burn in- 
volves the skin thickness down to and 
including portions of the dermis. A charac- 
teristic feature of second-degree burns is 
the formation of blisters. The second-de- 
gree burn is extremely painful but also 
reparable with time. Infection usually oc- 
curs since the protective barrier of the 
epidermis has been pierced, leaving the 
tissues open to infective pathogens. Given 
time and opportunity to combat infection, 
the majority of second-degree wounds heal 
without undue aftereffects though per- 
manent pigmentation changes may persist. 
The third-degree burn involves complete 
destruction of the whole skin thickness. 
Except for very small area burns these are 
not reparable with time but require skin 
grafting in all cases. Infection is invaria- 
bly present. Paradoxically, the third-de- 
gree burn is not as painful as the second- 
degree burn because the nerve endings 
have been destroyed; yet third-degree 
burns to more than 25 percent of the hu- 
man body area might represent a fatal 
injury. 
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3.54 The treatment of severe thermal 
injury on areas in excess of 25 percent of 
the whole body represents a grave medical 
problem even in a modern hospital and 
under the best of circumstances. For mass 
burn casualties under field conditions the 
situation takes on overwhelming propor- 
tions. An unwarned urban population 
caught out of doors during a nuclear at- 
tack would suffer almost complete annihi- 
lation from blast and thermal energy out 
to a radius of many miles from ground 
zero. While it is feasible to avoid the 
prompt thermal flash by taking cover, it is 
not so evident how to avoid the secondary 
effects of the burning environment which 
develops soon after the burst. It is proba- 
ble that burns from secondary fires engen- 
dered by the bomb would represent a ma- 
jor proportion of the casualties even for a 
population which had received warning of 
imminent attack. (From 65-85% of the 
atom bomb survivors in Japan were 
burned to some degree.) Figure 3.54 shows 
the ranges in miles at which people in the 
open would suffer various degrees of skin 
burn from surface burst weapons of differ- 
ent power. 

THERMAL EFFECTS OF WEAPONS OF 
DIFFERENT YIELDS 

3.55 A lOMT weapon radiates 500 times 
as much heat as a 20KT bomb. According 
to the *Mnverse square'* law a lOMT 
weapon should produce the same amount 
of heat as the 20KT weapon at .a distance 

raom in miles 
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22 times ^^eater (since V500 = 22 approx.). 
But the heat from the larger bomb is 
spread over a much longer period, 20 sec- 
onds compared with a IV2 second flash 
from the 20KT bomb, so that more of the 
heat is dissipated. 

3.56 Nuclear weapons of 10-lOOKT de- 
liver at least 60 percent of the total ther- 
mal radiation from the second radiation 
pulse in less than 0.5 second. Weapons in 
the 1-lOMT range, while producing more 
thermal energy over a greater radius from 
the burst than weapons of lOOKT or less, 
deliver this thermal energy at a much 
slower rate than the small weapons. Thus, 
for equal thermal doses incident on tissue, 
the small weapons are more effective in 
producing thermal injury because the 
large weapons require anywhere from 5 to 
15 seconds to deliver 60 percent of the 
thermal dose. For example, it requires 7-9 
cal./cm.2 to produce second-degree burns 
from a lOMT weapon. This illustrates a 
most important factor: The larger the 
weapoUy the greater the time available for 
evasive action. However, evasive tactics 
must be exercised before 60 percent of the 
total energy has been delivered. For per- 
sonnel well indoctrinated in evasive tac- 
tics, this could mean the difference be- 
tween a moderate sunburn and severe 
thermal injury. Figure 3.56 shows thermal 
energies required to cause first, second 
and third-degree burns from different 
yield weapons. 

3.57 Temporary or permanent blind- 
ness could be caused by the thermal radia- 
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Figure 3.54.— Range of effects from surface bursts 
on people exposed in open. 



Figure 3.56. — Approximate thermal energies in Cal./ 
cm.' required to cause skin burns in air or surface 
burst. 
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tion if a person is looking in the general 
direction of the fireball at the precise mo- 
ment of detonation. The lens of the eye 
focuses heat as well as light rays on the 
retina of the eye. Thus in addition to tem- 
porary or "flash" blindness of a few sec- 
onds or minutes duration from the intense 
light, actual burns of the retina could oc- 
cur from undue amounts of thermal radia- 
tion entering the eye. Neither flash blind- 
ness nor retinal damage constitute major 
hazards during daylight because of natu- 
ral restriction of the diameter of the pupil 
which limits the amount of light entering 
the eye; furthermore the blink reflex, one 
hundred and^ifty thousandths of a second, 
protects the eye from undue amounts of 
radiation, except in those cases where the 
thermal pulse is delivered within ex- 
tremely short times. This is the case for 
low-yield weapons and can also be true for 
high altitude bursts. 

3.58 It is an interesting fact that 
among the survivors in Hiroshima and 
Nagasaki, eye injuries directly attribut- 
able to thermal radiation appeared to be 
relatively unimportant. There were many 
cases of temporary blindness, occasionally 
lasting up to 2 or 3 hours, but more severe 
eye injuries were not common. 

3.59 The eye injury known as keratitis 
(an inflammation of the cornea) occurred 
in some instahces. The symptoms, includ- 
ing pain caused by light, foreign-body sen- 
sation, laehrymation, and redness, lasted 
^for periods ranging from a few hours to 
several days. 



EFFECT OF SMOKE, FOG AND SHIELDING 

3.60 In the event of an air burst occur- 
ring above a layer of dense cloud, smoke, 
or fog, an appreciable portion of the ther- 
mal radiation will be scattered upward 
from the top of the layer. This scattered 
radiation may be regarded as lost, as far 
as a point on the ground is concerned. In 
addition, most of the radiation which pene- 
trates the layer will be scattered and very 
little will reach the given point by direct 
transmission. These two effects (smoke or 
fog) will result in a substantial decrease in 



the amount of thermal energy reaching a 
ground target. 

3.61 It is important to understand that 
the decrease in thermal radiation by fog 
and smoke will be realized only if the 
burst point is above or, to a lesser extent, 
within the fog (or similar) layer. If the 
explosion should occur in moderately clear 
air beneath a layer of cloud, or fog, some of ' 
the radiation which would normally pro- 
ceed outward into space will be scattered 
back to earth. As a result, the thermal 
energy received will actually be greater . 
than for the same atmospheric transmis- 
sion condition without a cloud or fog cover, 

3.62 Unless scattered, thermal radia- 
tion from a nuclear explosion, like ordi- 
nary light in general, travels in straight 
lines from its source, the fireball. Any 
solid objecty opaque materialy such as a 
wally a hilly or a tree^ between a given object 
and the firebally will act as a shield and 
provide protection from thermal radiation. 
Transparent materials, on the other hand, 
such as glass or plastics, allow thermal 
radiation to pass through, only slightly 
absorbed. ^ 

3.63 In the case of an explosion in the 
kiloton range, it would be necessary to 
take evasive action within a small fraction 
of a second if an appreciable decrease in 
thermal injury is to be realized. The time 
appears to be too short for such action to 
be possible. On the other hand, for explo- 
sions in the megaton range, evasive action 
taken within a second or two of the ap- 
pearance of the ball of fire could reduce 
the severity of injury due to thermal ra- 
diation in many cases and may even pre- 
vent injury in others. 

NUCLEAR RADIATION 

3.64 It was stated in paragraph 3.4 that 
one of the unique features of a nuclear 
explosion is that it is accompanied by the 
emission of various nuclear radiations. 
These radiations, which are quite different 
from thermal radiation, consist of gamma 
rays, neutrons., beta particles, and a small 
proportion of alpha particles. Essentially 
all the neutrons and part of the gamma 
rays are emitted in the actual fission proc- 
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ess. That is, these radiations are produced 
simultaneously with the nuclear explo- 
sion, whereas the beta particles and the 
remainder of the gamma rays are liber- 
ated from fission products in the course of 
their radioactive decay. The alpha parti- 
cles result from the normal radioactive 
decay of the uranium or plutonium that 
has escaped fission in the bomb. 

3.65 Because of the nature of the phe- 
nomena associated with a nuclear explo- 
sion, either in the air or near the surface, 
it is convenient for practical purposes to 
consider the nuclear radiation as being 
divided into two categories; namely, initial 
and residual, 

INITIAL NUCLEAR RADIATION 

3.66 The initial nuclear radiation is 
generally defined as that emitted from the 
fireball and the atomic cloud within the 
first minute after the detonation. It in- 
cludes neutrons and gamma rays given off 
almost instantaneously, as well as the 
gamma rays emitted by the radioactive 
fission products in the rising cloud. It 
should be noted that, although alpha and 
beta particles are present in the initial 
radiation, they have not been considered. 
This is because they are so^easily absorbed 
that th;ey will not reach more than a few 
yards, at most, from the atomic cloud. 

3.67 The somewhat arbitrary time pe- 
riod of 1 minute for the duration of the 
initial nuclear radiation was originally 
based upon the following considerations. 
As a consequence of absorption by the air, 
the effective range of the fission gamma 
rays and those from the fission products 
from a 20-kiloton explosion is very roughly 
2 miles. In other words, gamma rays origi- 
nating from such a source at an altitude of 
over 2 miles can be ignored as far as their 
effect at the earth's surface is concerned. 
Thus, when the atomic cloud has reached 
a height of 2 miles, the effects of the initial 
nuclear radiation are no longer signifi- 
cant. Since it takes roughly a minute for 
the cloud to rise this distance, the initial 
nuclear radiation is defined as that emitted 
in the first minute after the explosion. 

3.68 The foregoing discussion is based 



on the characteristics of a 20-kiloton nu- 
clear bomb. For a bomb of higher energy, 
the maximum distance over which the 
gamma rays are effective will be greater 
than given above. However, at the same 
time, there is an increase in the rate at 
which the cloud rises. Similarly for a bomb 
of lower energy, the effective distance is 
less, but so is the rate of ascent of the 
cloud. The period over which the initial 
nuclear radiation extends may conse- 
quently be taken to be approximately the 
same; namely, 1 minute irrespective of the 
energy release of the bomb. 

3.69 Neutrons produced directly in the 
thermonuclear reactions mentioned in 
paragraph 3.18 are of special significance. 
Some of the neutrons will escape but oth- 
ers will be captured by the various nuclei 
present in the exploding bomb. These neu- 
trons absorbed by fissionable species may 
lead to the liberation of more neutrons as 
well as to the emission of gamma rays, 
just as described above for an ordinary 
fission bomb. In addition, the capture of 
neutrons in non-fission reactions is us- 
ually accompanied by gamma rays. It is 
seen, therefore, that the initial radiation 
from a bomb in which both fission and 
fusion (thermonuclear) processes occur, 
consists essentially of neutrons and 
gamma rays. The relative proportions of 
these two radiations may be somewhat 
different than for a bomb in which all the 
energy released is due to fission, but for 
present purposes, this difference may be 
disregarded. The range of lethal effects 
from initial nuclear radiation are well 
within the areas of severe blast and ther- 
mal damage. 

RESIDUAL NUCLEAR RADIATION 

3.70 The radiation which is emitted 1 
minute after a nuclear explosion is defined 
as residual nuclear radiation. This radia- 
tion arises mainly from the bomb residue; 
that is, from the fission products and, to a 
lesser extent, from the uranium and plu- 
tonium which have escaped fission. In ad- 
dition, the residue v/ill usually contain 
some radioactive isotopes formed as a re- 
sult of neutron capture by bomb materials. 
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Another source of residual nuclear radia- 
tion is the activity induced by neutrons 
captured in various elements present in 
the earth, in the sea, or in the substances 
which may be in the explosion environ- 
ment. 

3.71 With surface and, especially, sub- 
surface explosions, the demarcation be- 
tween initial and residual nuclear radia- 
tion is not as definite. Some of the radia- 
tion from the bomb residue will be within 
the range of the earth's surface at all 
times so that the initial and residual cate- 
gories merge continuously into one an- 
other. For very deep underground and un- 

'derwater bursts, the initial gamma rays 
and neutrons produced in the fission proc- 
ess may be ignored. Essentially the only 
nuclear radiation of importance is that 
arising from the bomb residue. It can con- 
sequently be treated as consisting exclu- 
sively of the residual radiation. In an air 
and surface burst, however, both initial 
and residual nuclear radiation must be 
taken into consideration. 

3.72 One additional important consider- 
ation of nuclear radiation is that the resid- 
ual nuclear radiation can, under some con- 
ditionSf represent a serious hazard at great 
distahces from a nuclear explosion^ well 
beyond the rafige of blast, shock, thermal 
radiation, and initial nuclear radiation. 
This phenomenon— FALLOUT— will be dis- 
cussed at length in later chapters. , 

CHARACTERISTICS OF A SURFACE BURST 

3.73 In a surface burst, the ball of fire 
in its rapid initial growth will touch the 
surface of the earth. Because of the in- 
tense heat, a considerable amount of rock, 
soil, and other material located in the area 
will be vaporized and taken into the ball of 
fire. It has been estimated that if only 5 
percent of a Irmegaton bomb's energy is 
spent in this manner, something like 20,- 
000 tons oftvajyorized soil material will be 
added to tHe normal constituents of the 
fireball. In addition, the high winds at the 
earth's surface will cause large amounts of 
dirt, du«t, and other particles to be sucked 
up as the ball of fire rises (See Figure 
3.28e). 



3.74 An important difference between a 
surface burst and an air burst is that in the 
surface burst the atomic cloud is much 
more heavily loaded with debris (and so 
produces much more FALLOUT). This will 
consist of particles ranging in size from 
the very small ones produced by condensa- 
tion as the fireball cools, to the much 
larger particles which have been raised by 
the surface winds. The exact composition 
of ^he cloud 'will, ^6T course, depend on the 
nature of the terrain and the extent of 
contact with the fireball. 

3.75 For a surface burst associated 
with a moderate amount of debris, as was 
the case in several test explosions in 
which the bombs were detonated near the 
ground, the rate of rise of the cloud is 
much the same as given earlier for an air 
burst. The atomic cloud reaches a height 
of several miles before spreading out into 
a mushroom shape. 

3.76 The vaporization of dirt and other 
material when the fireball has touched the 
earth's surface, and the removal of mate- 
rial by the blast wave and winds accompa- 
nying the explosion, result in the forma- 
tion of a crater. The size of the crater will 
vary with the height above the surface at 
which the bomb is exploded and with the 
character of the soil, as well as the energy 
of the bomb. It is believed that for a 1- 
megaton bomb there would be no apprecia- 
ble crater formation unless detonation oc- 
curs at an altitude of 450 feet or less. 

3.77 If a nuclear bomb is exploded near 
the surface of the water, large amounts of 
water will be vaporized and carried up 
into the atomic cloud. For example, if it is 
supposed, as above (paragraph 3.73), that 5 
percent of the energy of the 1-megaton 
bomb is expended in this manner, about 
100,000 tons of water will be converted 
into vapor. At high altitudes this will con- 
dense to* form water droplets similar to 
those in an ordinary atmospheric cloud. 

AIR BLAST AND GROUND SHOCK 

3.78 The overall blast effect due to the 
air shock from a surface burst will be less 
than that from an air burst for weapons of 
equivalent yield. For one thing, part of the 
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energy of the bomb is used up in vapor- 
izing materials on the surface and in 
forming a crater. In addition, up to 15 
percent of the energy may go into ground 
shock. The main point, however, is that 
because the bomb expires close to the 
earth's surface, the overpressure near 
ground zero will be much greater than for 
an air burst, but it will fall off more rap- 
idly with increasing distance from ground 
zero. 

3.79 As a result, energy will be wasted 
on targets close to ground zero which 
could have been destroyed by much lower 
overpressures. At the same'time, the over- 
pressures at some distance away will be 
too Tow to cause any considerable damage. 
In other words, there will be an **over- 
destruction" of nearby surface targets and 
an **under-destruction" of those further 
away. The energy that has gone to produce 
ground shock may contribute, however, to 
the destruction of underground targets pro- 
tected from the air blast such as missile 
launching sites. Figure 3.43c, (and its leg- 
end), will provide additional specific infor- 
mation on surface bursts. 

THERMAL RADIATION 

3.80 The general characteristics of the 
thermal railiation from a nuclear detona- 
tion at the surface will be essentially the 
same as for an air burst, described previ- 
ously. As stated earlier, if evasive action 
can be taken within a second or so, part of 
the heat radiation may be avoided. 

INITIAL NUCLEAR RADIATION 

3.81 The initial nuclear radiation from 



a surface burst will be similar to that in an 
air burst. However, if the low level nuclear 
explosion occurred in a more or less built- 
up area, the structures through which it 
passed would serve to reduce, even though 
they would not completely shield, the 
gamma radiation. For practical purposes, 
however, it would be advisable to treat 
these two types of burst as the same as far 
as initial nuclear radiation is concerned. 

RESIDUAL NUCLEAR RADIATION 

3.82 With respect to residual radioac- 
tivity, a nuclear explosion at a low level 
would produce effects somewhat similar to 
a subsurface burst. That is, a considerable 
amount of dirt and other debris or water, 
would be hurled into the air, and upon 
descending, it might produce a base surge 
(highly radioactive cloud of dust or vapor) 
which will be contaminated partly from 
the condensation on the ground of the 
nuclear reaction products from the ball of 
fire, partly from the fallout of heavier 
pieces, and partly from radioactivity in- 
duced by neutrons. 

CHARACTERISTICS OF A SUBSURFACE 
BURST 

3.83 When a nuclear bomb is exploded 
under the ground, a ball of fire is formed 
consisting of extremely hot gases at high 
pressures, including vaporized earth and 
bomb residue. If the detonation occurs at 
not too great a depth, the fireball may be 
seen as it breaks through the surface, 
before it is obscured by clouds of dirt, and 
dust. As the gases are released, they carry 
up with them into the air large quantities 
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Figure 3.83a. — Chronological development of a 100-KT shallow underground burst: 2.0 seconds after detona- 
tion. 
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WUBK 3.83b.— Chronological development of a 100-KT shallow underground biirst : 9.0 seconds after detonation. 

^ — CLOUD 




FiouBE 3.83d. — Chronoloficml development of a 100-KT shmllow underground burst; 4.5 minutes after detonation. 
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of earth, rock, and debris in the form of a 
cylindrical column. The chronological devel- 
opment of some of the phenomena associ- 
ated with an underground explosion, hav- 
ing an energy yield of 100 kilotons, is 
represented by Figures 3.83a to 3.83d. 

3.84 It is estimated from tests made in 
Ne^yada that, if a 1-megaton bomb were 
dropped from the air and penetrated un- 
derground in sandy soil to a depth of 50 
feet before exploding, the resulting crater 
would be about 300 feet deep and nearly 
1,400 feet across. This means that approxi- 
mately 10 million tons of soil and rock 
would be hurled upward from the earth's 
surface. The volume of the crater and the 
mass of material thrown up by the force of 
the explosion will increase roughly in pro- 
portion to the energy of the bomb. As they 
descend to earth, the finer particles of soil 
may initiate a base surge as shown in 
Figure 3.83d. 

AIR BLAST AND GROUND SHOCK 

3.85 The rapid expansion of the bubble 
of hot, high-pressure gases formed in the 
underground burst initiates a shock wave 
in the earth. Its effects are somewhat 
similar to those of an earthquake of mod- 
erate intensity, except - that the disturb- 
ance originates fairly near the surface in- 
stead of at a great depth. The difference in 
depth of origin means that the pressures 
in the underground shock wave caused by 
a nuclear bomb probably fall off more rap- 
idly with distance than do those due to 
earthquake waves, 

3.86 Part of the energy from an under- 
ground nuclear explosion appears as a 
blast wave in the air. The fraction of the 
energy imparted to the air in the form of 
blast depends primarily upon the depth of 
the burst. The greater the penetration of 
the bomb before detonation occurs, the 
smaller is the proportion of the shock en- 
ergy that escapes into the air. 

THERMAL AND NUCLEAR RADIATION 

3.87 Essentially all the thermal radia- 
tion emitted by the ball of fire while it is 
still submerged is absorbed by the sur- 
rounding earth. When the hot gases reach 



the surface and expand, the cooling is so 
rapid that the temperature drops almost 
immediately to a point where there is no 
further appreciable emission of thermal 
radiation. It follows, therefore, that in an 
underground nuclear explosion the ther- 
mal radiation can be ignored as far as its 
effects on personnel and as a source of fire 
are concerned. 

3.88 It is probable, to, that most of the 
neutrons and gamma rays liberated 
within a short time of the initiation of the 
explosion will also be absorbed by the 
earth. But, when the fireball reaches the 
surface and the gases are expelled, the 
gamma rays (and beta particles) from the 
fission products will represent a form of 
initial nuclear radiation. In addition, the 
radiation from the fission (and neutron- 
induced radioactive) products present in 
the cloud stem, radioactive cloud, and base 
surge, all three of which are formed within 
a few seconds of the burst, will contribute 
to the initial effects. 

3.89 Hpwever, the fallout from the 
cloud and the base surge are also responsi- 
ble for the residual nuclear radiation. For 
a subsurface burst, it is thus less meaning- 
ful to make a sharp distinction between 
initial and residual radiation, such as is 
done in the case of an air burst. The initial 
nuclear l:*adiation merges continuously 
into those which are produced over a pe- 
riod of time following the nuclear explo- 
sion. 

HIGH ALTITUDE BURSTS 

3.90 For nuclear detonations at heights 
up to about 100,000 feet the density of air 
is such that the distribution of the explo- 
sion energy remains almost unchanged, 
approximating that described for an air 
burst, e.g., about 45 to 55 percent (of the 
fission energy) appears as blast and shock 
and 30 to 40 percent is received as thermal 
radiation. 

3.91 At greater altitudes, this distribu- 
tion begins to change noticeably with in- 
creasing height of burst, a smaller propor- 
tion of the energy appearing as blast. It is 
for this reason that the level of 100,000 
feet has been chosen for distinguishing 
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between air bursts and high-altitude 
bursts. 

3.92 There is, of course, no sharp 
change in behavior at this elevation, and 
so the definition of a high-altituda burst as 
being at a height above 100,000 feet is 
somewhat arbitrary. Although there is a 
progressive decline in the blast energy 
with increasing height of burst above 100,- 
000 feet, the proportion of the explosion 
energy received as effective thermal ra- 
diation on the ground does not at first 
change appreciably. This is due to the 
interaction of the primary thermal radia- 
tion with the surrounding air and its sub- 
sequent emission in a different spectral 
region. At still higher altitudes, the effec- 
tive thermal radiation received on the 
ground decreases and is, in fact, less than 
at an equal distance from an air burst of 
the same total yield. 

3.93 One aspect of a high-altitude burst 
that has received increased attention in 
recent years is the electromagnetic pulse 
(EMP). Its implications were first noted 
during an experimental high-altitude 
burst over Johnson Island in the Pacific 
Ocean in 1962 when street light failures 
and communications disruptions occurred 
on Oahu, 750 miles away. In an era of 
intercontinental ballistic missile systems, 
and defenses against those missiles, the 
possibility, of a high-altitude bui^st in a 
nuclear attack becomes very real. 

3.94 Put simply, the electromagnetic 
pulse is that portion of the electromag- 
netic spectrum (Figure 2,42) in the me- 
dium to low frequency range extending 
roughly from the frequencies used in ra- 
dar and TV down to those used in electric 
power. Since most of the energy is ra- 
diated in the frequency bands commonly 
used for radio and TV communications, it 
is sometimes called '*radio-flash." It is dif- 
ferentiated from the thermal radiation 
*'puise" that produce heat and light and 
the initial radiation "pulse'^ of gamma and 
X-rays. 

3.95 There is concern about EMP be- 
cause the energy in the pulse can be col- 
lected and concentrated, much as the 
sun's rays can be focused to produce a fire. 




as shown in the upper portion of Figure 
3.95. The lower portion of the diagram 
shows some common EMP energy collec- 
tors. Sufficient energy can be collected by 
these means to cause damage to attached 
electrical and electronic equipment. 

3.96 In a surface or near-surface burst 
the relevant EMP energies are generally 
well within the blast and thermal damage 
areas close to the point of nuclear detona- 
tion and thus cover a relatively small geo- 
graphical area. 

3.97 By contrast, if a nuclear weapon is 
detonated high above the earth's atmos- 
phere, the X-rays and gamma rays emit- 
ted downward from the explosion will be 
absorbed in a big ^^pancake" layer of the 
atmosphere between I2V2 and 25 miles 
above the earth's surface, as shown in 
Figure 3.97. The gamtna energy is con- 
verted into lower-frequency electromag- 
netic energy in this interaction region and 
propagated downward to the earth's sur- 
face as a very brief but powerful electrom- 
agnetic pulse. The strength of this pulse 
on the ground is much the same as in the 
moderate damage area of a surface burst. 
However, very large areas, otherwise un- 
damaged, can be affected by the high alti- 
tude detonation, as the lateral extent of 
the "interaction region" is generally lim- 
ited only by the curvature of the earth. 

3.98 The extent of that damage can be 
seen by considering a typical high-altitude 
burst over Omaha, Nebraska as shown in 
Figure 3.98. Within the circle passing 
through Dallas, Texas the EMP hazard 
would be the greatest. The outer circle 
shows that there is potential damage from 
EMP effects over the whole area of the 
United States, 

3.99 EMP can cause two kinds of dam- 
age. First, functional damage that would 
require replacement of a component or 
piece of equipment. Examples would be 
the burnout of a radio receiver "front end" 
or the blowing of a fuse. Second, opera- 
tional upset of equipment such as opening 
of circuit breakers or erasure of a portion 
of the memory of a computer. 

3.100 Experiments have shown that CD 
radiation detection equipment is not sus- 
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EM energy is picked up by long conductor 
and delivered to sensitive equipment. 

EMP ENERGY FROM HIGH ALTITUDE BURST. 



From; Survive, November-December 1969 
Figure 3.97.— EMP energy from high altitude burst. 
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EMP GROUND COVERAGE OF HIGH ALTITUDE BURSTS 



Figure 3.98.— EMP f^round coverage of high altitude bursts 



Source: Defense Nuclear Agency 
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ceptible to direct damage nor are hand' 
held Citizens Band walkie-talkies or FM 
radio receivers. The vulnerability of indi- 
vidual electrical or electronic equipment 
can vary greatly. Transistors and micro- 
wave diodes^ for example,, are relatively 
more vulnerable than vacuum tubes or 
electric motors. 

3.101 The EMP threat and protective 
measures for civil preparedness related 
systems and equipment are available in 
technical publications of DCPA. Emer- 
gency operating centers, broadcast radio 
and TV, telephone and electric power sys- 
tems and public safety radio are some of 
the areas of concern. 

3.102 Listed below are seven anti-EMP 
actions that could be applicable to local 
civil preparedness operations. 

1. Maintain a supply of spare parts. 

2. Shift to emergency power at the earli- 
est possible time. 

3. Rely on telephone contact during 
threat period so long as it remains 
operational. 

4. If radio communication is essential 
during threat period, use only one 
system at a time. Disconnect all other 
systems from antennas, cables, and 
power. 

5. Disconnect radio base stations when 
not in use from antennas and power 
line. 

6. Plan for mobile-to-mobile backup com- 
munications. 

7. Design emergency operating plans so 
that operations will "degrade grace- 
fully" if communications are lost. 

SUMMARY OF EFFECTS OF VARIOUS TYPE 
BURSTS ^ 

3.103 Some general conclusions can be 
offered in summary of the degree or sever- 
ity of the particular effects of the various 
types of nuclear detonations. The various 
degrees are relative to each other for a 
given burst type, and ar>' best interpreted 
in terms of the descriptions given below. 



•This summary is reprinted from THE EFFECTS OF NUCLEAR 
WEAPONS, 
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HIGH ALTITUDE BURST ^ 

Light: Very intense. 

Heat: Moderate, decreases with increas- 
ing burst altitude. 

Initial nuclear radiation: Negligible. 

SHOCK: Negligible. 

Air blast: Small on the ground, decreas- 
ing with increasing burst altitude. 

Early fallout: None. 

SUMMARY: The most significant effect will 
be flash blindness over a very large 
area; eye burns will occur in persons 
looking directly at the explosion. Other 
effects will be relatively unimportant. 

AIR BURST 

LIGHT: Fairly intense, but much less than 
for high-altitude burst. 

HeaT: Intense out to considerable dis 
tances. 

Initial nuclear radiation: Intense, but 
generally hazardous out to shorter dis- 
tance than heat. 

SHOCK: Negligible except for very low air 
bursts. 

Air BLAST: Considerable out to distances 
similar to heat effects. 

Early fallout: Negligible. 

SUMMARY: Blast will cause considerable 
structural damage; burns to exposed 
skin are possible over a large area and 
eye effects over a still larger area; ini- 
tial nuclear radiation will be a hazard at 
closer distances; but the early fallout 
hazard will be negligible. 

GROUND SURFACE BURST 

LIGHT: Less than for an air burst, but still 
appreciable. 

HEAT: Less than for an air burst, but 
significant. 

Initial nuclear radiation: Less than 
for an air burst. 

SHOCK: Will cause damage within about 
three crater radii, but little beyond. 



'As modified by 3.93-3.102, 



Air BLAST: -Greater than for an air burst 
at close-in distances, but considerably 
less at farther distances. 

Early fallout: May be considerable (for 
a high-yield weapon) and extend over a 
large area. 

Summary: Except in the region close ^ to 
ground zero, where destruction would 
be virtually complete, the effects of 
blast, thermal radiation, and initial nu- 
cljB.ar radiation will be less extensive 
than for an air burst; however, early 
fallout may be a very serious hazard" 
over a large area which is unaffected by 
blast, etc. 

SHALLOW UNDERWATER BURST 

Light, heat, and initial nuclear ra- 
diation: Less than for a ground surface 
burst, depending on the extent to which 
the fireball breaks through the surface. 

Shock: Water shock will extend farther 
than a water surface burst. 

Air BLAST: Less than for surface burst, 
depending upon depth of burst. 

Early fallout: May be considerable, if 
the depth of burst is not too large, and 
in addition there may be a highly radio- 
active base surge. 

Summary: Light, heat, and initial nuclear 
radiation will be less than for a ground 
surface burst; early fallout can be sig- 
nificant, and at distances not too far 
from the explosion the base surge will 
be an important hazard. 

WATER SURFACE BURST 

Light: Somewhat more intense than for a 
ground surface burst. 

Heat: Similar to ground surface burst. 

Initial nuclear radiation: Similar to 
ground surface burst. 

SHOCK: Water shock can cause damage to 
ships and underwater structures to a 
considerable distance. 

Air BLAST: Similar to ground surface 
burst. 

Early FALLOUT: May be considerable. 
SUMMARY: The general effects of a water 




surface burst are similar to those for a 
ground surface burst, except that the 
effect of the shock wave in water will 
extend farther than ground shock. In 
addition, water waves can cause damage 
on a nearby shore by the force of the 
waves and by inundation. 

SHALLOW UNDERGROUND BURST 

Light, heat, and initial nuclear ra- 
diation: Less than for a water surface 
burst, depending upon how much of the 
fireball breaks through the surface. 

Shock: Ground shock will cause damage 
within about three crater radii, but lit- 
tle beyond. 

Air BLAST: Less than for a surface burst, 
depending on the depth of burst. 

Early fallout: May be considerable, if 
the depth of burst is not too large, and 
in addition there may be a highly radio- 
active base surge. 

Summary: Light, heat, initial nuclear ra- 
diation,, and blast effects will be less 
than for a surface burst; early fallout 
can be significant, but at distances not 
too far from the explosion the radioac- 
tive base surge will be an important 
hazard. Water waves can also cause 
damage, as in the case of a water sur- 
face burst. 

CONFINED SUBSURFACE BURST 

Light, heat, and initial nuclear ra- 
diation: Negligible or none. 

Shock: Severe, especially at fairly close 
distances from the burst point. 

Air BLAST: Negligible or none. 

Summary: If the burst does not penetrate 
the surface, either of the ground or 
water, the only hazard will be from 
ground or water shock. No other effects 
will be significant. 
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NUCLEAR RADIATION MEASUREMENT 



Since we cannot hear, see, smell, taste or 
feel nuclear radiation from the fallout, we 
must rely entirely upon instruments in 
order to DETECT its presence and MEAS- 
URE the degree of danger. In this chap- 
ter, then, we will look at: 

< HOW nuclear radiation may be de- 
tected 

HOW nuclear radiation may be 
measured 

WHAT instruments exist to do the de- 
tecting and the measuring 

HOW do instruments operate 

WHY do we need different types of 
instruments 

WHAT are the units we use to meas- 
ure nuclear radiation 

INTRODUCTION 

4.1 Man is aware of his environment 
through his senses. He can see, smell, 
taste, hear and feel. Yet, none of these 
senses will make him aware of the pres- 
ence of nuclear radiation. This situation is 
not really unusual. In fact it is like his 
inability to respond directly to the waves 
of ultraviolet light and radar, television, 
or radio transmission. For example, a man 
may receive a serious sunburn due to ov- 
erexposure to the sun's ultraviolet rays, 
yet his first indication of over-exposure 
may come several hours later when he 
feels pain. In this situation he was not 
aware of the ultraviolet rays during the 
exposure period; however, in a sense, he 
did detect the ultraviolet light indirectly 
since he certainly would be aware of a 
painful sunburn. Similarly, since man can- 
not rely on his senses to detect nuclear 
radiation he must rely on some secondary 
means such as instrumentation. 



4.2 At the present time, nuclear radia- 
tion detection instruments are widely used 
in industry and research. X-ray films and 
Geiger counters are items of everyday 
conversation. In this chapter we will dis- 
cuss the principles and theory of operation 
of many nuclear radiation detection in- 
struments, or radiological instruments as 
we will refer to them. These instruments 
are very similar to other types of elec- 
tronic equipment. Their main distinguish- 
ing - characteristic is their ability to re- 
spond to nuclear radiation, 

4.3 The term DETECTION is used in 
this text to include only the indication of 
the presence of nuclear radiation. The 
term MEASUREMENT will be reserved 
for both the detection and quantitative, 
estimation of the amount of nuclear radia- 
tion present. 

PRINCIPLES OF RADIATION DETECTION 

4.4 Radiological instruments detect the 
interaction of radiation with some type of 
matter. The different principles of radia- 
tion detection are characterized by the 
nature of the interaction of the radiation 
with the detecting or sensing element. 
Several types operate by virtue of the 
ionization which is produced in them by 
the passage of charged particles. In other 
detectors, excitation and sometimes molec- 
ular disassociation play important roles. 

4.5 During the 1890*s, Henri Becquerel 
found that photographic plates, when 
placed in proximity to ores or compounds 
of uranium, were affected in the sanve 
manner as if they had been exposed to 
light. This occurred even when the plates 
were protected by sufficient covering to 
assure that the strongest light could not 
affect them. This date marked the discov- 
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ery of radioactivity, and today this princi- 
ple is still used to detect and measure the 
product of rad'ioact\v'ity, NUCLEAR RA- 
DIATION, 

4.6 The photographic detection tech- 
nique is relatively simple. As a charged 
particle passes through a photographic 
emulsion, it will generally cause changes 
which will result in a blackening of the 
emulsion when the film is developed. The 
photographic emulsion consists of finely 
divided crystals of a silver halide, usually 
silver bromide, suspended in gelatin and 
spread evenly on a glass, cellulose, or pa- 
per base. When charged particles strike 
the emulsion, some sort of ionization not 
well understood takes place. This local dis- 
turbance of the electrons in the crystals of 
silver bromide creates a latent image 
which is invisible to the eye when formed, 
but which can be developed later by chem- 
ical action. The chemical developer acts as 
a reducing agent to deposit metallic silver 
only at those points in the emulsion where 
radiation interacted and in proportion to 
the amount of radiation which acted on 
the silver salt. The amount of blackening 
on the film is a function of several factors: 
the time of exposure, the intensity of the 
exposure, the sensitivity of the film, and 
the chemical processes of development. By 
rigidly controlling these factors, the black- 
ening of the film can be made proportional 
to the radiation exposure, 

4.7 A second method of detecting.radia- 
tion was again first employed by Bec- 
querel and Rutherford in their early work 
with radioactive substances. Certain ma- 
terials will produce small flashes of visible 
light when struck by alpha, beta, or 
gamma radiation. These flashes are called 
scintillations. The mechanism of formation 
of these scintillations is very complex but 
essentially it involves the initial formation 
of higher energy (or excited) electronic 
states of molecules (or atoms) in certain 
materials. Some of the absorbed energy 
which has been derived directly or indi- 
rectly from the incident radiation will be 
emitted in a very short time as photons of 
visible or ultraviolet light. These light 
photons are then converted into an electri- 
cal current by a photomultiplier tube and 
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the current is measured. Since the light 
intensity and the resulting electrical cur- 
rent are proportional to the rate of radia- 
tion exposure, the instrument can be cali- 
brated to read radiation exposure rates. 

4.8 A third principle for detecting ra- 
diation is based on the fact that many 
substances und^^^ chemical changes 
when exposed to radiation. This is particu- 
larly true of chemicals in aqueous solu- 
tions where the decomposition of the 
water itself contributes to the reaction. If 
the extent of the chemical change can be 
conveniently measured, the reaction can 
be used for measuring radiation. There 

, are several chemical reactions which may 
be utilized in this manner. One of the first 
used was the liberation of acid from a 
chlorinated hydrocarbon such as chloro- 
form. Chloroform, water, and an indicator 
dye are sealed into a glass tube. As radia- 
tion penetrates the tube, hydrochloric acid 
is liberated from the chloroform. The liber- 
ation of this acid reduces the pH of the 
solution and causes a distinctive color 
change in the dissolved indicator. The ex- 
tent of the color change is an estimate of 
the radiation exposure of the tube. 

4.9 BecquereTs discovery that gases 
become electrical conductors as a result of 
exposure to radiation provides us with a 
fourth means of detecting and measuring 
radiation. When a high-speed particle or a 
photon pcisses through a gas, it may c|iuse 
the removal of an electron from a f^^efetral 
atom or molecule causing the formation of 
an ion pair. This process of ionization in a 
gas is the basic phenomenon in all EN- 
CLOSED GAS VOLUME INSTRUMENTS. The elec- 
tron produced may have rather high ener- 
gies and may produce more ionization in 
the gas until its energy is expended and it 
is finally captured by an oppositely 
charged ion. If two oppositely charged col- 
lecting electrodes are introduced into the 
gas filled chamber, the ion pairs will mi- 
grate to their respective electrodes. Nega- 
tive ions ,will mov.e toward the positively 
charged electrode and the positive ions 
toward the negatively charged one. When 
the ions reach the electrodes, they will be 
neutralized, resulting in a reduction the 
charge on the electrodes. In one type of 



instrument this loss in charge is used as a 
measure of the radiation exposure. In an- 
other type, batteries are used to replace 
the charge on the electrodes resulting in a 
current flow in the external circuit. Within 
certain limits, this ionization current will 
be proportional to the radiation exposure 
rate. 

4.10 In addition to the four principles 
discussed above, there are several other 
principles which may be utilized for the 
detection of radiation, but to date these 
have not been as widely used. 

TYPES OF RADIOLOGICAL INSTRUMENTS 

4.11 In the development of radiological 
instruments, the choice of detector is an 
important factor. An equally important 
factor in their design is the type of infor- 
mation required by the user. Normally 
this information falls into two categories: 
the measurement of total accumulated ex- 
posure to radiation, and the instantaneous 
rate of exposure. The first is referred to as 
an EXraSURE MEASUS^EMENT and the second, 
as an EXPOSURE RATE MEASUREMENT. As an 
example of a situation in which both types 
of information are required,^consider the 
following. An area is contaminated with 
fallout. A person is required to enter the 
area and not exceed an exposure of 25 
roentgens. This situation requires an in- 
strument which will measure the total ac- 
cumulated radiation exposure during the 
period of stay in the contaminated area. 
Instruments designed to provide such 
measurements are called DOSIMETERS. 
Next, assume that the operation to be 
performed will require two hours to com- 
plete. In order to determine if entry into 
the area is practical, it is necessary to 
know the instantaneous rate of exposure 
to which the person would be exposed in 
the contaminated area. Instruments de- 
signed to measure exposure rate are called 
SURVEY METERS. 

4.12 It is important to emphasize that 
radiological instruments measure expo- 
sures and not absorbed or biological doses. 
Such EXPOSURE is a measure of the 
strength of the radiation field, while the 
ABSORBED DOSE is a measure of the amount 
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of energy liberated in the a\)sorbing mate- 
rial, and the BIOLOGICAL DOSE is a measure 
of the biological effect of a particular ra- 
diation absorbed by an individual. How- 
ever, it is also important to emphasize 
that the ultimate objective for measuring 
an exposure to radiation is to relate that 
to a certain biological response of the ex- 
posed individual. 

UNITS OF RADIATION MEASUREMENT 

4.13 As discussed in Chapter 2, the 
roentgen is the unit of radiation exposure. 
This unit is based on the effect of X or 
gamma radiations on the air through 
which they pass. It is defined as that 
quantity of X or gamma radiation such 
that the associated corpuscular emission 
per cubic centimeter of dry atmospheric 
air at 0° centigrade and 760 mm of mer- 
cury produces, in air, ions carrying one 
electrostatic unit of -diarge of either sign 
(2.083 X 10* ion pairs/cc). Since this unit is 
rather, large for measuring peacetime oc- 
cupational exposures, the milliroentgen, 
which is equivalent to 1/lOOOth of a roent- 
gen, is frequently used for measuring 
small exposures. Since dosimeters meas- 
ure exposure, they measure in ROENTGENS 
or MILLIROENTGENS, while survey meters, 
which measure exposure rates, measure in 
ROENTGENS per hour or MILLIROENTGENS per 
hour. It is important to note that the roent- 
gen applies only to the measurement of X 
or gamma radiation, and does not apply to 
the measurement of alpha or beta radia- 
tion, 

4.14 These units of exposure and expo- 
sure rate are related by a time factor 
analogous to the relationship between to- 
tal distance traveled and speed. For exam- 
ple, the total distance from Battle Creek, 
Michigan, to Detroit, Michigan, is approxi- 
mately 120 miles. A person leaving Battle 
Creek and averaging 40 miles per hour 
would require three hours to travel to 
Detroit. Similarly, if a person entered a 
radioactive contaminated area where the 
exposure rate was 40 roentgens per hour 
and remained for three hours, his total 
accumulated exposure would be 120 roent- 
gens. This, of course, assumes that the 40 
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roentgens per hour exposure rate re- 
mained constant. Just as it is difficult to 
maintain a speed of 40 miles per hour, so 
might it be difficult to maintain a radia- 
tion field of 40 roentgens per hour, since 
radioactive materials decay according to 
fixed natural laws. This decay will cause 
the 40 roentgens per hour exposure rate to 
decrease with time. However, if the radio- 
active material has a relatively long half- 
life, the decrease in exposure rate during a 
three-hour period may be negligible. (With 
fallout, especially in the early hours after 
detonation, the decrease in exposure rate 
will be appreciable during a three-hour 
period.) 

DOSIMETERS 

4.15 As indicated above, it is necessary 
in emergency operations to provide an in- 
strument capable of measuring an individ- 
ual's total exposure to radiation. It is clear 
from the definition of the roentgen that 
the measurement of ionization in air is 
basic to the determination of radiation 
exposure. In Civil Preparedness an ioniza- 
tion chamber employing the principle of 
enclosed gas volume has proved most^sat- 
isfactory for exposure measurement. 

4.16 To understand the operation of do- 
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Figure 4.16a.— Charged electroscope. 
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Figure 4.16b.— Radiation effect on charged 
electroscope. 



simeters, consider a foil leaf electroscope 
(Figure 4.16a) consisting of an outside 
metal shell in which is mounted an exter- 
nally projecting electrode. An insulator 
such as amber or sulfur insulates the elec- 
trode from the outside case. Two narrow 
strips of a thin foil are cemented to the 
enclosed stem of the electroc^- to form the 
moving part of the electrosCv„ . . Normally, 
windows in the case serve for viewing the 
foil leaves. If an electrical charge is ap- 
plied to the externally projecting elec- 
trode, it is transferred through the elec- 
trode to the foil leaves. Because of the 
mutual repulsion of like charges, the 
leaves will immediately repel each other 
until the electrical repulsion is just 
counter-balanced by the gravitational 
force tending to bring them back together. 
If the air in the enclosed chamber is ion- 
ized by radiation (Figure 4,16b), it becomes 
an electrical conductor and this permits 
the charge on the leaves to leak away. 
Since the electrical charge is reduced, the 
mutual repulsion of the leaves is reduced 
and they assume a position closer to- 
gether. This same principle is basic to the 
operation of dosimeters. The electrostatic 
self-indicating dosimeter used in Civil Pre- 
paredness is nothing more than a sophisti- 
cated electroscope. 
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Figure 4.17.— Construction principles of an 

4.17 The dosimeter consists of a quartz 
fiber electrometer suspension mounted in- 
side an ionization chamber (Figure 4,17), 
The electrometer suspension is supported 
by means of a highly insulated material 
inside an electrically conducting cylinder. 
The enclosed air volume surrounding the 
electrometer suspension is the ionization 
chamber or the radiation sensitive compo- 
nent of the instrument. The indicating 
element is a five micron (1/5000 in,) quartz 
. fiber which is part of the electrometer 
I suspension. The quartz fiber has an electr- 
ically conducting coating evaporated on its 
surface and has the same form factor as 
the metal frame of the electrometer. In 
most dosimeters both frame and fiber are 
in the shape of a horseshoe, the fiber being 
attached to two offsets on the lower ex- 
tremities of the frame, 

4.18 The dosimeter contains an electri- 
cal capacitor in parallel with the electro- 
meter suspension and the chamber wall. 
The range of the dosimeter is determined 
by the size of the capacitor, the chamber 
volume, the sensitivity of the electrome- 
ter, the pressure inside the ionization 
chamber and the optical system. Only 
pressure and capacitance variation offer a 
wide selection of ranges. Therefore, the 
function of the electrical capacitor is to 
change the range of the dosimeter. How- 
ever, for a particular dosimeter, the range 
will be fixed by the selection of the capaci- 
tor at the time of its manufacture, 

4.19 The charging switch assembly con- 
sists of a bellows and a contact rod, which 

I is normally isolated from the electrometer 
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lectrostatic self-indicating dosimeter. 

suspension. Only when the dosimeter is 
placed on a dosimeter charger and the 
bellows depressed can contact be made 
between the rod and electrometer. This 
arrangement provides a very high electri- 
cal resistance, and the hermetic sealing 
allowed by such construction makes the 
dosimeter readings essentially independ- 
ent of humidity and pressure changes. 

4.20 Focused on the quartz fiber is a 75 
to 125 power microscope which magnifies 
the image of the quartz fiber so that it is 
visible. The microscope consists of one ob- 
jective lens, one eyepiece lens, and con- 
tains a scale or reticle at the real image of 
the quartz fiber. The scale is graduated in 
roentgens or milliroentgens depending on 
the range of the instrument, 

4.21 In preparation for exposure to ra- 
diation, the dosimeter is charged to about 
160 to 175 volts to bring the image of the 
quartz fiber to zero on the scale, (Figure 
4.21), In charging the dosimeter, an exter- 
nal source of electrical power is used. The 
ionization chamber is held at ground po- 
tential and the metal frame and fiber of 
the electrometer assume the other ex- 
treme of the voltage difference. The fiber 
is repelled from the frame since both are 
at the same potential. The position of the 
quartz fiber will then vary with the poten- 
tial difference. This variance is linear for 
the voltage range covered by the scale. 
When the instrument reads full scale, the 
potential difference is not zero but usually 
some intermediate voltage between 75 and 
125 volts. 
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Figure 4.21.— Zero dosimeter reading. 



Figure 4.22b.— 80 R dosimeter reading. 



4.22 As the dosimeter is exposed to X 
or gamma radiation, the photons will in- 
teract with the wall of the ionization 
chamber producing secondary electrons 
(Figure 4,22a). These electrons enter the 
sensitive volume of the dosimeter and ion- 
ize the air molecules. Under the influence 
of the electrical field in the chamber, the 
ion pairs migrate to the electrode of oppo- 
site charge and aire neutralized'. This 
causes a proportionate discharge of the 
capacitor system and decreases the poten- 
tial difference between the electrometer 
and the cham^r wall. The quartz fiber 
now assumes a new position corresponding 
to the new potential difference. This is 
reflected by an up-scale movement of the 




Figure 4.22a.— Operation of an electrostatic 
dosimeter. 
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hairline image of the quartz fiber (Figure 
4.22b). 

The movement of the fiber is a function 
of the total amount of radiation to which 
the dosimeter is exposed, regardless of the 
rate of exposure to radiation. 

4.23 If the dosimeter reading is zero at 
the start of a period, the exposure may be 
read directly from the dosimeter. How- 
ever, any initial dosimeter reading must 
be subtracted from the final reading to 
obtain a correct indication of the total 
exposure. For example, if a dosimeter 
reads 10 rems at the start of a period and 
reads 55 rems at the end, the exposure 
during the period is 45 rems. Performance 
characteristics of dosimeters will be dis- 
cussed in the next chapter. 

DOSIMETER CHARGERS 

4.24 The design of dosimeter chargers 
has progressed to the point that the later 
models all use transistorized circuits to 
provide the required charging voltage. Al- 
though some of the earliest chargers were 
not transistorized, probably all future 
ones will be because of the ease of opera- 
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Figure 4.25a.— Initial condition. 
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Figure 4.25b.— Reading position. 
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FlGURE 4.25c. — Charging position. 



tion of the transistorized models and pro- 
longed battery life. 

4.25 In the transistorized chargers, the 
circuit is powered by a single 1.5 volt bat- 
tery. The charging contact is shown in its 
initial condition in Figure 4.25a. When a 
dosimeter is placed on the charging con- 
tact and pressure is applied, the light 
switch closes and the bulb lights (Figure 
4.25b). However, in this position the dosim- 
eter cannot be charged, since the dosime- 
ter charging switch is still open. Addi- 
tional pressure must be applied to close 
this switch (Figure 4.25c). A transistor os- 
cillator converts the direct current from a 
flashlight battery to alternating current 
so that the transformer can "step up" the 
battery voltage (1.5 volts) to the voltage 
required by the dosimeter. The current is 
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Figure 4.25d.— Simplified diagram of a CD V-750 
dosimeter charger. 

then rectified by a diode and a potential of 
220^' volts maximum is available at the 
charging contact. A voltage control is used 
to adjust the output voltage to the exact 
value required to bring the dosimeter to 
zero. 

4.26 The mechanics of charging a do- 
simeter with this type of charger will be 
discussed in the next chapter. 



SURVEY METERS 

4.27 Our discussions in paragraph 4,11 
established an additional requirement for 
an instrument which would measure expo- 
sure rate for use in survey operations. 
This instrument should measure the rate 
of formation of ion pairs rather than the 
total number that are produced by radia- 
tion. To date the enclosed gas volume prin- 
ciple has again proved most satisfactory 
for Civil Preparedness uses. 

4.28 There are two types of Civil Pre- 
paredness exposure rate instruments 
which depend on the principle of electrical 
collection of ions (enclosed gas volume) for 
their operation. The characteristics of 
each depend mainly on the voltage at 
which the enclosed gas volume is operated. 
To understand their operation, it as neces- 
sary to investigate the behavior of ions in 
an electrical field. A , System for investigat- 
ing this behavior is illustrated in Figure 
4.28. It consists of a chamber filled with 
air in which are fixed two i)arallel metal 
plates to act as electrodes. The electrodes 
are connected to a battery in such* a way 
that the voltage can be increased steadily, 
from zero to several hundred volts. A me- 

61 



ERIC 



6G 




Figure 4.28.— Circuit for measuring the behav ior of 
ions in an electrical field. 

ter is placed in the circuit to measure the 
size of the electrical current produced. 

4.29 Normally, the air in the ionization 
chamber will not conduct electricity and 
no current will flow in the external circuit. 
If a single ionizing radiation enters the 
chamber when a small difference of poten- 
tial is applied to the electrodes, a number 
of ion pairs will be produced which will 
move to the oppositely charged electrode. 
When these charges collect, a current 
pulse will be measured by the meter in the 
external circuit. If a constant source of 
gamma radiation is used and the size of 
the current pulse is plotted against the 
voltage applied to the electrodes, the 
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Figure 4.29 — Pulse size vs. applied voltage for gamma 
radiation. 
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curve in Figure 4.29 will result. For con- 
venience, the curve is divided into five 
regions. A, B, C, D and E. 

4.30 When the voltage applied to the 
electrodes is low, the electrical accelerat- 
ing force is small. Thus, the ions move 
rather slowly and have sufficient time to 
recombine with other ions of opposite sign 
in the vicinity. The size of the pulse meas- 
ured will be less-than if all of the ion pairs 
formed succeeded in reaching the elec- 
trodes. As the applied voltage is increased, 
the ions travel faster. Their chances of 
recombination are lessened and the pulse 
size increases. Finally, as the applied volt- 
age is increased sufficiently, all of the 
primary ion pairs will be collected at the 
electrodes. This voltage is referred to as 
the saturation voltage. As the electrode 
voltage increases above this point, no in- 
crease in the size of current pulse is imme- 
diately experienced since all of the pri- 
mary ion pairs have been collected. There- 
fore, the pulse size remains relatively con- 
stant throughout region B of the curve in 
Figure 4.29., The actual voltage range over 
which the pulse'size is constant depends 
on many factors, which include the gas 
used in the chamber, the pressure of the 
gas, and the distance between the elec- 
trodes. 

4.31 Region B of the curve is referred 
to as Lhe ionization chamber region, and 
instruments designed to operate in this 
region are called ionization chamber in- 
struments. Since batteries, are usually 
used as the source of electrical power in 
RADEF instruments, this region is well 
adapted for their use. If the operating 
voltage for a particular ionization cham- 
ber is chosen at the upper end of the 
plateau, the size of the electrical pulse 
produced by radiation will not vary appre- 
ciably as the electrode voltage decreases 
with both age and use of the batteries. 

4.32 As the applied voltage is increased 
beyond the ionization chamber region, the 
size of the pulse is increased. In region C 
of the curve, the increased electrical field 
causes the primary ions to gain sufficient 
kinetic energy to cause secondary ioni^d- 
tion of other atoms and molecules in the 
gas. This secondary ionization leads to an 
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increase in the size of the pulse, which 
amounts to an internal amplification of 
the pulse in the enclosed gas volume. This 
amplification: increases with applied volt- 
age and remains linear until an internal 
amplification factor of approximately 1,000 
is obtained. Region C is the proportional 
region, and instruments operating in this 
region are called proportional counters. 
No Civil Preparedness instruments oper- 
ate in this range. 

4.33 In the proportional region, a large 
number of secondary ion pairs are pro- 
duced at only one point within the en- 
closed gas volume. However, when the ap- 
plied voltage is increased further, the sec- 
ondary ionization occurs throughout the 
enclosed gas volume. Therefore, since the 
amplification is so great in the Geiger 
Muller region, the size of the pulse is 
almost independent of the number of ion 
pairs produced. Thus, one initial ionizing 
event occurring within the enclosed gas 
volume will initiate an ELECTRON AVA- 
LANCHE (explained in paragraph 4.46) 
which will spread quickly throughout the 
entire tube. Instruments operating in this 
region will produce one large pulse for 
each ionizing event to which the tube is 
subjected. Gas amplification factors of the 
order of 100 million are common. 

4.34 When the operating voltage ex- 
ceeds the Geiger Muller region, it is so 
high that once ionization takes place in 
the gas, there is a continuous discharge of 
electricity so that it cannot be used for 
counting purposes. The upper end of the 
Geiger Muller region Is marked by this 
breakdown voltage. 

OPERATION OF ION CHAMBER SURVEY 
METERS 

4.35 The development of ionization 
chamber survey meters has also pro- 
gressed to the point that the later models 
of ionization chamber survey meters and 
probably future models will use a modifi- 
cation of the simplified scherpntic circuit 
drawn in Figure 4.35. The basic compo- 
nents of this circuit are: (1) an ionization 
chamber, (2) a source of electrical power, 
and (3) a measuring circuit consisting of 



an electrometer tube and an indicating 
meter. 

4.36 The detecting element of the in- 
strument is an hermetically sealed air- 
equivalent ionization chamber. It consists 
of a conducting cylindrical container of 
plastic and steel called the shell and a thin 
conducting disk, which is located in the 
center of the shell, called the collector. 
These are respectively the positive and 
negative electrodes and are insulated from 
each other by an extremely high resist- 
ance feed-thru insulator. A collecting volt- 
age is applied to these two chamber elec- 
trodes. 




Figure 4.35.— Simplified circuit diagram for a Civil 
Preparedness ion chamber survey meter. 

4.37 When the instrument is exposed to 
radiation, some of the energy of the radia- 
tion field is absorbed within the walls of 
the ionization chamber. As a result, elec- 
trons are ejected from the walls into the 
air contained within the chamber. As 
these electrons traverse the chamber, 
they create a considerable amount of ioni- 
zation in the air. Under the influence of 
the electric field existing between the 
chamber electrodes, the ions move to the 
electrode having the opposite charge; that 
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is, positive ions move toward the colicetliig 
disk and the negative ions toward the 
shell. The arrival of these ions at the 
electrodes constitutes a current, the mag- 
nitude of which is proportional to the num- 
ber of ions collected. Since the number of 
ions created is proportional to the radia- 
tion exposure rate, this ionization current 
is proportional to the exposure rate in the 
ionization chamber. 

4.38 A very small ionization current 
(approximately 0.00005 microamperes at 
full scale on the most sensitive range) 
flows through a **high-meg'' resistor and 
develops a measurable voltage.. This volt- 
age is applied to the grid of a vacuum tube 
called an electrometer tube because it is 
capable of measuring voltages at ex- 
tremely small current values. The electro- 
meter tube is connected as a triode. Its 
three elements are: (1) the filament which, 
when heated by current from the 1,5 volt 
battery, emits electrons, (2) the grid, 
which controls the flow of these electrons 
according to the voltage applied to it, and 
(3) the plate, which receives the electrons 
and passes them to the circuit in the form 
of a measurable current. 

4.39 Measurement of the grid voltage 
of the electrometer tube is accomplished 
by metering the change in plate current 
(Ip) directly. With the selector switch in 
the zero position, the high-meg range re- 
sistor is removed from the grid circuit so 
that no signal voltage can be developed as 
a result of any ionization chamber cur- 
rent. The quiescent value of the plate cur- 
rent is then exactly balanced by the buck- 
ing current (It) so that the resultant cur- 
rent through the meter is zero. The buck- 
ing current is adjusted by means of the 
zero adjust potentiometer. 

4.40 Wh en the selector switch is placed 
in a range position, one of the high-meg 
range resistors is reinstated into the grid 
circuit. The ionization current, therefore, 
produces a positive signal voltage across 
this resistor, which in turn results in an 
increase in the plate current. Thus, the 
resultant current through the meter is no 
longer zero and the meter measures the 
increase in plate current. Since this 
change is proportional to the magnitude of 
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the radiation field, the meter scale can be 
calibrated directly in roentgens per hour. 

4.41 Prior to use for measuring expo- 
sure rates, the static plate current must 
be cancelled by the reverse filament cur- 
rent to obtain zero meter current (zero 
reading) at zero radiation levels. Since it 
will probably be necessary to zero the 
instrument in a radiation field, a section of 
the selector switch is used to short out the 
high-meg resistor and prevent any ioniza- 
tion signal from being sensed by the grid 
circuit. Thus, when the selector switch 
(Figure 4.41) is in the zero position, zero 
radiation conditions are duplicated and 
the zeroing process can be accomplished 
even in the presence of a high radiation 
field. 




Figure 4.41.— Selector switch and zero control. 

4.42 The proper functionin:? of the 
measuring circuit including the batteries 
may be checked by turning the selector 
switch to the circuit check position (Figure 
4.41) and observing the meter readings. In 
this position, a predetermined voltage is 
impressed on the grid of the electrometer 
tube to make the meter read approxi- 
mately full scale, Deterioration of any of 
the components or batteries in the circuit 
will change this reading. Therefore, this 
voltage can be used to check the entire 
circuit with the exception of the ionizaton 
chamber and high-meg resistor. 



4.43 All radiological instruments 
should be calibrated prior to their initial 
field use and periodically thereafter. This 
may be done by using a calibrated source 
of radioactive material. If the instrument 
does not read properly when placed in a 
radiation field of known exposure rate, the 
calibration control can be adjusted to give 
the desired meter indication correspond- 
ing to the known exposure rate. 

4.44 Sensitivity of the instrument is 
changed by switching high-meg resistors. 
This is accomplished by the selector switch 
(Figure 4.41). On each range the meter 
reading must be multiplied by 0.1, 1, 10, 
and 100 to obtain the measured exposure 
rate. 

OPERATION OF GEIGER COUNTERS 

4.45 Geiger counter operation is based 
on the ionization of gases similar to the 
operation of ionization chamber survey 
meters. In the ionization chamber instru- 
ment, a very small current is developed, 
amplified, and then measured on a sensi- 
tive meter. The current is smooth in char- 
acter since the many ionizing events are 
averaged, Geiger counters differ materi- 
ally in that the current flow is not smooth 
but it is delivered in surges or pulses. 

4.46 Geiger counters take advantage of 
the extreme gas amplification that can be 
obtained when high accelerating voltages 
are applied to the electrodes within the 
chamber. As ion pairs are formed in the 
gas, they will move with increasing veloc- 
ity toward the electrodes until either re- 
combination or collision with another air 
molecule occurs. The average distance be- 
tween successive collisions is referred to 
as the mean free path. If the mean free 
path is small and the accelerating voltage 
relatively high, each ion will gain only a 
small amount of energy between collisions. 
As the operating pressure of the Geiger 
tube is reduced, the mean free path is 
increased, causing the ions to gain addi- 
tional energy between collisions. When the 
kinetic energy of the ions is sufficient, 
they will cause secondary ionization. 
These secondary ions will also be acceler- 
ated by the electrical field and will pro- 



duce further ionization. This cumulative 
increase in ions is similar to a single rock 
precipitating an avalanche and is, there- 
fore, often referred to as ELECTRON AVA- 
LANCHE. This avalanche may produce as 
many as 100 million other ion pairs for 
each initial ion pair produced in the cham- 
ber. The gas amplification factor of the 
tube under these conditions would be 
about 100 million, 

4.47 Consider a Geiger tube filled with 
a gas, frequently argon or neon, to an 
absolute pressure of ten centimeters of 
mercury and exposed to a constant radia- 
tion intensity. If the number of pulses per 
second occurring within the tube is plotted 
against the voltage applied to the elec- 
trodes, a characteristic curve similar to 
Figure 4.47 is produced. This curve differs 
from the curve in Figure 4.29 in that the 
number of pulses is plotted against the 
applied voltage rather than the size of the 
pulse. Since, under the operating condi- 
tions placed on the tube, no gas amplifica- 
tion occurs at low voltages, there is a 
threshold below which no pulses will be 
recorded. As the voltage increases and the 
gas amplification factor increases, the 
number of pulses increases. At first, only 
the most ionizing particles would be 
counted and the weak ones lost. As the 
voltage increases, however, practically ev- 
ery particle entering the tube will be 
counted. When this condition occurs, the 
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Figure 4.47. — Number of pulses vs. applied voltage 
for a Geiger tube. 
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curve will flatten out. This is called the 
Geiger plateau and it is desirable that it 
be long and flat so chat the counting rate 
does not depend strongly upon the applied 
voltage. Above the Geiger plateau voltage, 
the tube goes into a continuous discharge 
state and is not suited for counting pur- 
poses. 

4.48 Avalanche formation will take 
place in the vicinity of the central wire of 
the Geiger tube, since here the electric 
field is high and each electron on its way 
to the central wire acquires sufficient en- 
ergy for further ionization in each mean 
free path. Thus, a large number of elec- 
trons and positive ions will be formed near 
the center wire in the first avalanche. The 
electrons having a small mass and already 
positioned close to the central wire will 
move toward it with high velocities and 
will be completely collected in about one 
millionth of a second. The heavier positive 
ions travel more slowly out to the nega- 
tively charged cylinder. This causes a posi- 
tive ion cloud or space charge which re- 
duces the electric field and stops the ava- 
lanche formation. In about one ten thou- 
sandth of a second, the positive ions or 
space charge will reach the cylinder wall. 
As a positive ion approaches very close to 
the cylinder, it will pull an electron from 
the cylinder and be converted to a neutral 
molecule. Generally, the electron will 
move into one of the upper energy levels of 
the molecule resulting in an excited molec- 
ular state. The electron will move to the 
ground state and in so doing may produce 
photons in the ultraviolet region which 
will have sufficient energy to liberate pho- 
toelectrons from the metal cylinder. With 
high tube voltages, this single photoelec- 
tron will start a second avalanche and 
thus the entire prociess will be repeated 
over and over again. This repeated dis- 
charge must be stoppf>d and the tube re- 
stored to its initial condition if the tube is 
to be used to measure radiation. The proc- 
ess by which the tube is prevented from 
repeating the discharge is called quench- 
ing. 

4.49 Quenching may be accomplished 
either electronically or by adding a suita- 
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ble gas to the Geiger tube. Utilizing a 
suitable electronic circuit, the operating 
voltage of the Geiger tube can be momen- 
tarily reduced below the voltage required 
for a self-perpetuating discharge as soon 
as the avalanche begins. Other Geiger 
tubes, called self-quenched tubes, utilize a 
small amount of alcohol or halogen gas to 
quench the discharge. In this case, both 
argon and alcohol molecules participate in 
the avalanche. As the positive ions mi- 
grate to the electrode, the argon ions hav- 
ing an ionization potential of 15.7 volts 
collide with alcohol molecules with an ioni- 
zation potential of 11.3 volts. This differ- 
ence in ionization potential causes the 
charge to be transferred to the alcohol 
molecules and only tliese ions reach the 
electrode. As they approach the electrode, 
they will pull electrons from the cylinder 
wall. The energy of the excited states of 
the alcohol molecules will disassociate 
other alcohol molecules rather than cause 
further ionization. The self-perpetUating 
discharge is prevented in this manner. 

4.50 Since some of the quenching gas is 
disassociated at each discharge, the sup- 
ply is constantly depleted and the Geiger 
tube will have a limited useful life of about 
one billion counts. Halogens, particularly 
chlorine and bromine, are currently being 
used as .quenching gases in argon-filled- 
counters and have some advantages over 
the alcohol-quenched tubes. Since the hal- 
ogen atoms will recombine after the disas- 
sociation process, tubes filled with this gas 
will have essentially an unlimited life. 
Halogens, however, are extremely reactive 
gases and great care must be exercised in 
choosing electrode materials. 

4.51 Figure 4.51 illustrates a typical 
simplified circuit diagram of a Geiger 
counter. The Geiger tube consists of a thin 
cylindrical shell which serves as the cath- 
ode, a fine wire anode suspended along the 
longitudinal axis of the shell, and a small 
amount of a quenching gas. A potential of 
approximately 900 volts is applied between 
the two electrodes. 

4.52 When radiation penetrates the 
tube, a gas molecule is ionized. The result- 
ing ion pair is accelerated toward the elec- 
trodes by the electric field. Because of the 
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high accelerating voltages, the creation of 
additional ions is very rapid, thus produc- 
ing a discharge (avalanche) in the tube. 
This discharge results in a pulse in the 




Figure 4.51.— Simplified circuit of a Geiger counter. 



external circuit. The frequency of such 
pulses is proportional to the strength of 
the radiation field. The small amount of 
halogen gas in the tube serves to stop each 
discharge and restore the tube to its ini- 
tial condition. 

4.53 The pulse output from the Geiger 
tube is amplified by conventional elec- 
tronic means and then measured by a 
sensitive meter which sums up the radia- 
tion effects in the form of a reading in 
either counts per minute or, in the case of 
gamma rays, milliroentgens per hour. In 
addition to the meter indignation, most 
Geiger counters are provided with head- 
phones which detect the pulses from the 
Geiger tube and produce an audible click. 
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CHAFT» 5 



RADIOLOGICAL EQUIPMENT 



Having covered the theory of radiologi- 
cal instrumentation in the previous chap- 
ter, we are ready to move to the practical 
aspects of detecting and measuring nu- 
clear radiation. This means it is time for a 
look at the various types of radiological 
equipment available and the different sit- 
uations in which each item would be ap- 
plied. In addition to learning what >ve 
have in the way of different pieces of 
equipment, we will also be shown: 

WHAT the equipment can do 
WHAT it cannot do 
WHEN to use a particular piece of 
equipment 

HOW to check it, operate it and care 
for it 

RADIOLOGICAL INSTRUMENT 
REQUIREMENTS 

5.1 There is no exact equivalent of com- 
bat experience upon which to base the 
requirements for Civil Preparedness ra- 
diological equipment. However, extensive 
tests of nuclear weapons under known 
conditions have indicated the kinds and 
extent of residual radiation that could re- 
sult from the use of such weapons. The 
knowledge gained from these and other 
types of experiments makes it possible to 
relate radiation conditions to biological ef- 
fects on man and thus establish equip- 
ment requirements. 

5.2 Because of the many variables as- 
sociated with the detonation of a nuclear 
weapon, it is not possible to predict accu- 
rately the radiation levels that will result 
from fallout. Furthermore, no single in- 
strument meets all of the operational re- 
quirements that might result from a nu- 
clear attack. Therefore, a wide capability 
for radiation measurement is required. 



DCPA has developed several instruments 
that, together, provide this wide monitor- 
ing capability. These instruments fall into 
two distinct classes: 

Radiation survey meters for use by mon- 
itoring personnel in determining contami- 
nated areas and radiation exposure rates. 

Exposure measuring instruments (do- 
simeters) needed by all Civil Preparedness 
workers such as fire fighters, first aiders, 
rescue teams, and radiation monitors who 
have to perform their emergency duties in 
contaminated areas. 

5.3 SURVEY METERS provide the informa- 
tion required for locating contaminated 
areas and for estimating the degree of the 
hazard. Since it would not be practical to 
compute your total radiation exposure 
from survey meter measurements if the 
exposure rate varied during the exposure 
period, DOSIMETERS are also needed for re- 
cording the total amount of an individual's 
exposure. Estimates of total exposure and 
related biological effects can be made on 
the basis of exposure rate measurements, 
decay rates, and probable exposure times, 
but these estimates should be used for 
planning purposes only. Determination of 
actual exposure times and exposures dur- 
ing emergency operations must be based 
on both the exposure rate, as read on 
survey meters, and on the total exposure 
as indicated by dosimeters. 

5.4 Alpha, beta, and gamma radiations 
may be present in radioactive fallout. 
Since the hazards from these radiations 
will be discussed in detail in later chap- 
ters, it suffices here to indicate that 
gamma radiation is an external hazard 
and, under certain conditions, beta radia- 
tion may also be an external hazard. In 
addition, these three types of radiation 
may be internal hazards. 
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5.5 Alpha radiation does not present an 
external hazard, since it will not penetrate 
beyond the surface layers of the skin. Al- 
pha emitters must get inside the body 
before they can cause appreciable damage. 
Because alpha emitters will probably not 
present a significant hazard relative to 

j,* the beta and gamma hazard immediately 
^ following a nuclear attack and for some 
time thereafter, and further, because of 
the difficulty in developing portable alpha 
measuring instruments, DCPA does not 
provide a standard instrument sensitive to 
this type of nuclear radiation. During the 
recovery phase, the determination of the 
seriousness of the alpha contamination in 
I food and water will probably be accom- 
plished by laboratory-type instruments. 

MEASURING BETA AND GAMMA 
RADIATION 

5.6 Since the biological effects of beta 
and gamma radiation differ, radiological 
instruments must discriminate between 
them. Measurement of beta radiation is 
complicated by the very wide range of 
energies of these particles. Most beta de- 
tection instruments will not respond to 
extremely low energy beta particles. How- 
ever, that portion pf the beta radiation 
that can be detected should be detected, so 
that its proportion to the total radiation 
exposure can be determined. This is neces- 
sary to estimate possible damage by each 
type of radiation. It should be noted, how- 
ever, that the units of measurement used 
on radiological instruments to show accu- 
mulative exposures and exposure rates of 
gamma radiation are the roentgen and the 
roentgen per hour and the roentgen is 
defined in terms of X or gamma radiation 
exposure in air. Therefore, these units do 
not relate directly to measurements of 
beta radiation. Consequently, meter indi- 
cations of beta radiation can be inter- 
preted only in a general way. 

5.7 The sensitivity requirement of a ra- 
. diation instrument depends upon the type 

of information it is expected to provide. An 
instrument used to measure the contami- 
nation of personnel, food, water, equip- 
ment, or living quarters must indicate 
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very small amounts of radiation above 
normal background radiation. This type of ' 
instrument would therefore have little use 
in areas of heavy contamination. 

5.8 To provide adequate monitoring, 
portable radiological instruments should 
be capable of measuring gamma exposure 
rates as high as 500 R/hr and also indicate 
when exposure rates exceed this figure. 
Measurement above this amount is not 
necessary for portable survey instru- 
ments, because a higher level of radiation 
would be so dangerous as to preclude fur- 
ther surface operations. 

5.9 When surface level exposiire rates 
are very high or when rapid monitoring of 
large areas is required, aerial monitoring 
may be practical. Survey meters designed 
for this purpose must be extremely sensi- 
tive in order to give correct readings of 
radiation levels on the ground. Remote 
reading instruments used to indicate ra- 
diation levels outside fallout shelters are 
also required and should indicate gamma 
exposure rates up to at least 500 R/hr. 

5.10 Within the entire group of radiol- 
ogical instruments developed by DCPA, 
the capability exists for measurement of 
ionizing radiation exposure rates ranging 
from a minimum of natural background 
radiation to a maximum of 500 R/hr. This 
wide range of measurement capability is 
considered adequate for all operational 
needs. 

TYPES OF DCPA RADIOLOGICAL 
INSTRUMENTS 

5.11 Each of the DCPA radiological in- 
struments will be dvscussed in terms of its 
uses, significant operating characteristics, 
important specifications, and the care and 
maintenance to be accomplished by the 
instrument operator or monitor. 

CD V-700 

5.12 The CD V-700 radiation survey 
meter (Figure 5.12) is a highly sensitive 
low-range instrument that can measure 
gamma radiation and discriminate be- 
tween beta and gamma radiations. DCPA 
recommends its use primarily in long-term 
clean-up and decontamination operations. 




Figure 5.12.— CD V-700, low range beta-gamma 
survey meter. 



5.13 The instrument can also be used in 
training programs where low radiation ex- 
posure rates will be encountered. The de- 
tecting element of the CD V-700 is a 
Geiger tube shielded so that only the 
gamma exposure rate is measured or beta 
and gamma can be detected together with 
the shield open. A headphone for audible 
indication is supplied with this instru- 
ment 

IMPORTANT SPECIFICATIONS OF THE CD 
V-700 

1. Range: 0-0.5, 0-5.0, 0-50 milliroent- 
gens per hour. 

2. DETECTS: beta and gamma radiation. 

3. ACCURACY: ± 15% of true exposure 
rate from cobalt 60 or cesium 137. 

4. Response time: 95% of final reading 
in approximately 8 seconds. 

5. Temperature: instrument shall oper- 
ate properly from ~ 10° F to + 125° F. 

6. PRESSURE: instrument shall operate 
properly from sea level to 25,000 feet. 

7. Jamming: exposure rates from 50 mil- 
liroentgens per hour to 1 roentgen per 
hour shall produce off-scale readings. 

8. Light sensitivity: direct sunlight 
shall not affect the operation of the 
instrument. 



9. Electromagnetic interfere?nce: 
the instrument shall operate properly 
in normally encountered electromag- 
netic fields. 

10. Operational check source: a per- 
manently sealed radioactive source 
shall provide a reading of 2 mR/hr ± 
0.5 mR/hr when the probe, v^ith beta 
shield open, is held over it. 

11. Battery life: 100 hours continuous 
use (minimum). 

OPERATOR USE, CARE AND 
MAINTENANCE OF THE CD V-700 

5.14 Batteries. — Whenever the instru- 
ment fails to respond to the radioactive 
source on the side of the instrument, check 
the batteries. Replace bad batteries in ac- 
cordance with the instructions in the man- 
ual accompanying the instrument. 

During extended storage periods the 
batteries should be removed from the 
instrument and stored in a cool, dry 
place. 

Battery contacts should be inspected 
monthly, and any dirt or corrosion present 
should be removed. Whenever the instru- 
ment is not in use, MAKE CERTAIN IT IS 
TURNED OFF; otherwise, the batteries 
will be depleted and the instrument ren- 
dered ineffective. 

5.15 Geiger Tube. — The Geiger tubes in 
the later models of the CD V^700 are halo- 
gen quenched so that their operating life 
is unaffected by use and, therefore, rarely 
require replacement. However, when fresh 
batteries are installed and the instrument 
does not work correctly, it may be neces- 
sary to replace the Geiger tube. To check 
for a faulty Geiger tube, replace the sus- 
pected tube with a good tube from a prop- 
erly operating CD V-700. 

5.16 Headphones.— If the operator 
chooses to use the headphones with the 
instrument, they may be screwed into the 
connector provided at the lower left corner 
of the instrument cover. In using the 
headphone, the operator will note that 
each pulse or count is indicated by a dis- 
tinctly audible click. When the headphones 
are not in use, the protective cap on the 
headphone receptacle should be replaced. 
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5.17 Can-ying Strap.— The instrument 
may be carried in the hand or by a strap 
over the shoulder. The strap anchors are 
arranged in such a way that the meter is 
visible when carried over the right shoul- 
der. 

5.18 Controls, — There is only one con- 
trol on this instrument for the operator's 
use. This control, called the selector 
switch, includes an off position and three 
ranges, labeled X 100, X 10, and X 1. On 
the X 1, the X 10 and X 100 ranges, the 
meter readings must be multiplied by a 
factor of 1, 10, and 100, respectively, to 
obtain the measured exposure rate. 

5.19 Operational Ckeck.~The selector 
switch should be turned to the X 10 range. 
The beta shield on the probe should be 
rotated to the fully open position and the 
probe placed as close as possible to the 
radioactive sample located either on the 
bottom surface of the case or underneath 
the manufacturer's name plate (see in- 
strument manual). The open area of the 
probe must be directly facing the radioac- 
tive sample. The meter should be adjusted 
to read 2 ± .5 milliroentgens per hour. No 
external radiation must be present when 
making this check. The source should be 
used to determine the operability of the 
instrument only. It is not intended to re- 
place the need for calibrating the instru- 
ment against a known source. 

5.20 Calibration. — The instrument 
should be calibrated periodically to verify 
that it is measuring correctly. 

5.21 Contamination, — At all times the 
operator should attempt to prevent radiol- 
ogical contamination of the instrument, 
particularly of the probe. In case of con- 
tamination, the instrument can be cleaned 
by a cloth dampened in a mild soap solu- 
tion, 

CD V-715 

5.22 The CD V-715 (Figure 5.22) is a 
high-range gamma survey meter for gen- 
eral postattack operational use. The de- 
tecting element of the CD V-715 is an 
ionization chamber. The instrument is de- 
signed for ground survey and for use in 
fallout shelters. It will be used by a radiol- 
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Figure 5.22. — CD Y~7i5, high-range gamma survey 
matter. 



ogical monitor for the major portion of 
survey requirements in the period immedi- 
ately following a nuclear weapon attack. 
The CD V-715 has replaced the now obso- 
lete CD V-710 medium-range 0-50 R/hr 
gamma survey meter. 



IMPORTANT SPECIFICATIONS OF THE CD 

V-715 

1. RANGE: 0-0.5, 0-5.0, 0-50, 0-500 roent- 

operate from -20° F. to 110° F. 

2. DETECTS: gamma radiation only, 

3. ACCURACY: ± 20% of true exposure rate 
from cobalt 60 or cesium 137. 

4. Spectral dependency: ± 15% for 
gamma radiation energies between 80 
keV and 1,2 MeV. 

5. Response times: 95% of final reading 
in 9 seconds. 

6. TEMPERATURE: instrument shall oper- 
ate properly from - 20° F to + 125° F. 

7. PRESSURE: instrument shall operate 
properly from sea level to 25,000 feet. 

8. JAMMING: exposure rates from 500 
roentgens per hour to 5,000 roentgens 
per hour shall produce off-scale read- 
ings at the high end. 

9. Electromagnetic interference: in- 
strument shall operate properly in nor- 
mally encountered electromagnetic 
fields. 



OPERATOR USE, CARE AND 
MAINTENANCE OF THE CD 

5.23 Batteries. — Battery replacement is 
normally required whenever the instru- 
ment can no longer be zeroed or when the 
meter indicates below the ^^CIRCUIT 
CHECK BAND". Batteries should be re- 
placed in accordance with the instruction 
in the instrument manual. // the insty^- 
ment is to be stored for more than a few 
weekSy the batteHes should be removed and 
stored in a cool dry location. For instru- 
ments in continuous use, batteries should 
be removed monthly and the battery con- 
tacts cleaned of any dirt or corrosion pres- 
ent. 

5.24 Controls, — Two controls are pro- 
vided. One control, the selector switch, has 
seven positions: circuit check, off, zero, X 
100, X 10, X 1, and X 0.1 ranges. On the X 
0.1, X 1, X 10, and X 100 ranges, the meter 
readings must be multiplied by a factor of 
0.1, 1, 10, and 100 respectively in order to 
obtain the measured exposure rate. The 
second control, the zero control, is used to 
adjust the meter reading to zero during an 
operational check. 

5.25 Carrying Strap.— The instrument 
is equipped with a carrying strap which 
may be adjusted to any length to suit the 
operator. 

5.26 Operational Check. — Turn the se- 
lector switch to the zero position, wait a 
minute or two for the electrometer tube to 
warm up and adjust the zero control to 
make the meter read zero. Turn the selec- 
tor switch to the circuit check position. 
The meter should read within the red 
band marked "Circuit Check". As the se- 
lector switch is turned through the zero 
position to the four ranges, recheck the 
zero setting. Turn the selector switch to 
the X 100, X 10, X 1, and X 0.1 range. 
When no radiation is present, the reading 
should not be more than two scale divi- 
sions up scale. If difficulty is encountered 
with any step in the operational check, 
refer to the instrument manual for correc- 
tive procedure. Many models have inter- 
nal adjustments which may^ correct the 
difficulty. During normal use, the CD V- 



715 should be zeroed frequently, at least 
every half hour. 

5.27 Calibration.— The CD V-715 
should be calibrated periodically to verify 
the accuracy of its measurements. 

5.28 Contamination, — The operator 
should attempt to prevent radiological 
contamination of the instrument at all 
times. In case of contamination, the in- 
strument can be cleaned by a cloth damp- 
ened in a mild soap solution. 

5.29 Modification (CD ¥--717).— Some 
of the CD V^715's are equipped by the 
manufacturer with a removable ionization 
chamber attached to 25 feet of cable. This 
modification, called the CD V-717, pro- 
vides a remote reading capability for fal- 
lout monitoring station's. The operating 
characteristics are identical to the CD 
715 except that the removable ionization 
chamber must be placed outside the shel- 
ter in an unshielded area and protected 
from possible contamination by placing it 
in a bag or cover^ of light-weight material. 
All readings may then be observed from 
within the fallout monitoring station. 
After the early periods of heavy fallout 
and the requirement for a remote reading 
instrument diminishes, the removable ion- 
ization chamber should be checked for con- 
tamination with the CD V-700, decontami- 
nated if necessary, and returned to the 
case. The CD V-717 may then be used for 
other monitoring operations. 




Figure 5.29.— CD V-717, Remote Ion Chamber. 
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Figure 5.30.-CD V-720, beta-gamma survey meter. 



CD V-72P 

5.30 The CD V-720 (Figure 5.30) is a 
high range (0-500 R/hr) beta-gamma sur- 
vey meter designed for postattack use by 
monitors. It will be used in high-level con- 
tamination areas where civil preparedness 
operations are necessary and for making 
high-level beta radiation determinations. 
Many of the Federal agencies maintain a 
sizeable number of these instruments to 
fulfill their special requirements. The de- 
tecting element of the CD V-720 is an 
ionization chamber, shielded so that 
gamma radiation only can be measured, or 
both beta and gamma can be detected with 
the shield open. 

OPERATOR USE, CARE AND 
MAINTENANCE OF THE CD V-720 

5.31 The use, care, and maintenance of 
the CD V~720 are similar to the use, care, 
and maintenance of the CD V-715. (Refer 
to paragraphs 5.23 to 5,28 for details.) 

CD DOSIMETERS 

5.32 Personnel who must work in con- 
taminated areas require radiation inte- 
grating instruments to keep them continu- 
ously informed of their exposure. For this 
purpose DCPA recommends the use of the 
self-indicating quartz-fiber electrostatic 
dosimeter (Figure 5,32). 
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Figure 5.32.— CD operational dosimeters. 

5.33 DCPA has procured three dosime- 
ters for operational use. These are the CD 
V-730, with a range of 0-20 roentgens, the 
CD V-740, with a range of 0-100 roentgens, 
and the CD y-742, with a range of 0-200 
roentgens. The CD V~730 is used when a 
monitor expects small repeated exposures 
over a long period of time. The CD V-740 
and CD V-742 dosimeters are recom- 
mended for use when personnel could be 
accidentally exposed to large doses of ra- 
diation. They should be used when person- 
nel are required to enter fields of high 
radiation or remain in low radiation fields 
for long periods during postattack sur- 
vival and recovery missions. After current 
stocks of the CD V-730 and CD V-740 are 
depleted, DCPA will procure and issue the 
CD V-742 only. For training purposes, the 
CD V-138 with a range of 0-200 milliroent- 
gens is recommended, 

IMPORTANT SPECIFICATIONS OF THE CD 
DOSIMETERS 

1, Range: CD V-138 0-200 milliroent- 

gens 

CD V-730 0-20 roentgens 
CD V~740 0-100 roentgens 
CD V-742 0-200 roentgens . 

2. DETECT: gamma radiation. 
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3. ACCURACY: ± 10% of true exposures 
from cobalt 60 or cesium 137 

4. Spectral dependency: ± 20% of true 
exposure for gamma radiation energies 
between 50 keV and 2 MeV. 

5. Electrical leakage: CD V~730 and 
CD V~742. Beginning ten minutes after 
exposure, leakage shall not exceed 5% of 
full scale in a four-hour period. Begin- 
ning 48 hours after exposure, leakage 
shall not exceed 2% of full scale in 96 
hours. 

CD V~740. Leakage shall not exceed 2% 
of full scale in 24 hours. 
CD V-138. Beginning 10 minutes after 
exposure, leakage shall not exceed 5% 
of full scale in 4 hours. Beginning 48 
hours after exposure, leakage shall not 
exceed 3% of full scale in 48 hours. 

6. GeOTROPISM: reading shall not vary 
more than ±4% of full scale when ro- 
tated about the horizontal axis. 

7. Temperature: instrument shall oper- 
ate properly from -40° F to +150° F. 

8. Pressure: instrument shall operate 
properly from sea level to 25,000 feet. 

9. SHOCK: instrument shall operate prop- 
erly after four drops from a height of 
four feet onto a hard wood floor. 

OPERATOR USE, CARE AND 
MAINTENANCE OF THE DOSIMETER 

5.34 Maiittenance, — No maintenance 
should be performed by the user on the 
self-indicating electrostatic dosimeters. 

5.35 Care, — When the instruments are 
received, the operator should check the 
ability to zero the dosimeter, check its 
response to radiatioii, and check its electr- 
ical leakage characteristics. When using 
the dosimeters, the operator should keep 
the hairline as close to zero as possible 
and should prevent ^he dosimeter from 
becoming contaminated. When not in use, 
the dosimeters should be charged and sto- 
red in a dry place. 

5.36 Since most electrostatic dosime- 
ters will require a "soak-in'' charge after 
long-term storage in an uncharged condi- 
tion, such dosimeters should be charged 
and the reading observed for a few hours 




Figure 5.37.— CD V-750, dosimeter charger. 



before use. A second charging may be re- 
quired before the instruments are ready 
for operation. 

CD V-750 

5.37 The CD V--750 dosimeter charger is 
used to read and charge self-indicating 
electrostatic dosimeters (Figure 5.37). A 
standard 1.5 volt flashlight cell is used as 
the source of electrical power. 

IMPORTANT SPECIFICATIONS FOR THE 
CD V-750 

1. Light source: instrument must pro- 
vide illumination for reading and/or 
charging the dosimeter. 

2. TEMPERATURE: instrument shall oper- 
ate properly from -20° F to +125° F. 

3. PRESSURE: instrument shall operate 
properly from sea level to 25,000 feet. 

4. SHOCK: instrument shall operate prop- 
erly after 6 four-foot drops onto a hard 
wood floor. 

OPERATOR USE, CARE AND 
MAINTENANCE OF THE CD V-750 

5^38 Batteries,— The 1.5 volt flashlight 
cell should be replaced when the lamp 
dims^oticeably on actuating the charging 
switch. Replace bad batteries in accord- 
ance with instructions in the instrument 
manual. WHENEVER THE INSTRU- 
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MENT IS STORED FOR MORE THAN A 
FEW WEEKS, THE BATTERY SHOULD 
BE REMOVED TO PREVENT POSSIBLE 
DAMAGE. 

5.39 Operatio7is.— To read a dosimeter, 
remove the dust cap from the charging 
contact, place the dosimeter on the charg- 
ing contact, and press lightly to light the 
lamp. Read the dosimeter and replace the 
dust cover when finished. The dosimeter 
may also be read by holding it toward any 
light source sufficient to illuminate the 
hairline. To charge a dosimeter follow the 
procedure printed on the CD V-750. 

CD v-457 

5.40 The CD V--457 (Figure 5.40) is a 
Geiger counter which has been especially 
designed for classroom demonstration use. 
It operates on a normal 110 volt AC power 
supply and produces both visible and audi- 
ble responses to nuclear radiation. The 
instrument is used in teaching basic nu- 
clear radiation physics and for decontami- 
nation demonstrations. 




Figure 5.40,— CD V-457, classroom demonstration 
unit. 



CD V-778 

5.41 The CD V-778 30 millicurie Train- 
ing Source Set consists pf six Cobalt 60 
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Figure 5.41. — Sealed source capsules, open and 
sealed. 



sealed sources (Figure 5,41) and accessory 
equipment. It should be noted that this 
Training Source Set has been designed 
specifically for use in training exercises 
and is not intended as an accurate calibra- 
tion source, ^ 

5.42 The CD V--778 Training Source Set 
consists of the following items: 

6—5,0 mCi Cobalt 60 Sealed Sources 

totaling 30 mCi, CD V~784 
1— Lead Container, small (CD V~791) 
1 — Lead Container, medium (CD V~ 

^^.^^Locks for Lead Container CD V-.792 
1 — Long-Handled Tongs for Handling 

Sources (CD V-788) 
8 — Radiation Area Signs 
^0-200 mR Dosimeters (CD V--138) 
1— Dosimeter Charger (CD V--750) 
1— Geiger Counter (CD V-700) 

CD V-794 

5.43 The CD V--794 (Figure 5.43) is a 
calibration unit containing a Cesium 137 
source of approximately 130 curies. The 
primary shield is composed of depleted 
uranium, and is shaped to beam the radia- 
tion from the radioactive cesium into a 
shielded exposure chamber. Interposed in 
the radiation beam path is an attenuator 
disk by means of which radiation levels of 
0.4, 4, 40, and 400 R/hr are produced in the 
exposure chamber. Jigs are provided to 
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Figure o.42.~CD V-778, Training Source Set. 



properly position the instruments during 
calibration. The range switch and calibrat- 
ing potentiometers are adjusted through 
flexible linkages leading outside of the ex- 
posure chamber. The unit is designed to 
provide suitable protection from radiation 
hazards to the operator. 

CD V-757 

5.44 The Barrier Shielding Demonstra- 
tor Set, CD V~-757, is a low range radiation 
detection instrument coupled to a neon 
lighted remote readout indicator that is 
readily visible in large conference rooms 
or small auditoriums. With the large indi- 
cator, a lecturer can show how radiation 
from a radioactive source is affected by 
distance and shielding. 

A small amount of cesium 137, which 
gives off gamma rays, is housed in a lead 
ball mounted in the demonstration plat- 
form. A hole in the platform leads to the 
cesium source, and gamma radiation is 



beamed vertically. The aperture is nor- 
mally closed by a tungsten plug which is 




Figure 5.43.— CD V-794, calibration unit. 
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FIGURE 5.44.— CD V-757. 



padlocked in position. Mounted directly 
over the hole is a Geiger Muller tube^that 
is in the radiation beam when the tung- 
sten plug is removed. 

By placing a radiation absorbing mate- 
rial over the platform hole, the intensity of 
the radiation beam is attenuated, result- 
ing in a lower exposure rate readout. Com- 
parison of radiation absorbing materials 
can readily be made by placing them in 
the radiation beam. _ 

The relatively simple mathematical rela- 
tionship that exists for distances from a 
point source is demonstrated by doubling 
the distance between the detector and 
source, and observing the effect upon the 
radiation level on the large indicator. 

CD V-.781 

5.45 The CD V-781, Aerial Survey Me- 
ter (Figure 5.45), is designed for limited 
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postattack operational use in slow low- 
flying aircraft. The CD V-781 will be used 
by specially trained monitors. The four 
major components of the CD V-781 aerial 
survey set are: detector unit (three 
Geiger-Mueller tubes); metering unit with 
three range dials (0-0.1 R/hr, 0-1.0 R/hr, 
and 0-10 R/hr); simulator unit with dials 
corresponding to the metering unit; and a 
magnetic tape recorder. 

IMPORTANT SPECIFICATIONS OF THE CD 
V-781 

1. RANGE: 0-0.1, 0-1.0, and 0-10 roent- 
gens per hour. 

2. DETECTS: gamma radiation only. 

3. ACCURACY: ±10% of true exposure rate 
from Cobalt .60. or Cesium 137. . 

4. CALIBRATION: is performed by the 
State maintenance shops. 
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7. 

8. 

9. 
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TEMPERATURE: the instrument will 
operate from 20" F. to 110" F. 
HUMIDITY: to 95%. 

♦ALTITUDE: to 20,000 feet; preferably 
l^elow 1,000 feet. 

Operating time: 40 hours on nine 
nashlight batteries C^D'' cells). 
Tracking error: between the simula- 
tor dials and the metering dials shall 
not be more than 10%. 
Reading time: not less than 15 sec- 
onds — preferably 1 minute. 

11. Shock and vibration: instrument is 
designed to withstand normal s^iock 
and vibration encountered in small 
aircraft operation. 

12. Detector unit: contains three 
Geiger-Mueller tubes similar to the CD 
V-700. The detector unit should be 
carefully handled when installing bat- 
teries. 

13. Warmup TIME: 2 minutes. 

OPERATIONAL CHECK PROCEDURES 

5.46 Metering Unit, — Prior to mounting 



the metering unit into the aircraft, the 
instrument should be operationally 
checked with the use of the simulator unit. 
The following procedures should be used: 

1. Attach the cable of the metering unit 
to the connector provided on the sim- 
ulator unit, 

2. Position the power switch on the me- 
tering unit to "Battery'' power posi- 
tion and allow the instrument a war- 
mup period of at least 2 minutes. 

3. By rotation of the meter-reading con- 
trol knob on the simulator unity check 
each of the three meters at half scale. 

4. Starting with the metering control 
knob in the extreme counterclockwise 
position, slowly rotate the knob clock- 
wise. The tracking error between the 
meters of the simulator unit and cor- 
responding meters on the metering 
unit should be no more than 10% at 
any simulated exposure rate. 

5.47 The audio output may be checked 
by plugging in the headset to the metering 
unit. The audio output should be from 225 



DETECTOR UNfT 
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Figure 5.-i5.~~Aerial survey meter, CD V-781, model 1 
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to 275 cycles per second (within one or two 
notes of middle C) for normal radiation 
background. The audio output can be oper- 
ated with the simulator unit. 

5.48 After installation of the CD V-781 
Aerial Survey Meter into the aircraft, the 
operational check is performed as follows: 

1. Instrument Battery Supply 

a. Observe meters prior to turning on 
instrument. Meters should indi- 
cate zero within one scale division 
(the instrument has no zero ad- 
justment). 

b. Position the power switch on the 
metering unit to the ^^Battery'' 
power switch position and allow 
the instrument a warmup period of 
at least 2 minutes. 

c. Observe the meters after warmup 
period. Meters should continue to 
indicate zero within one scale divi- 
sion when only normal background 
radiation is present. In the event 
external radiation from fallout 
prohibits this check, it should be^ 
assumed the instrumentJs operat- 
ing properly if it indicates radia- 
tion levels above normal back- 
ground. 

d. Press the ^^Battery Check'' switch. 
The 0-0.1 R/hr meter should read 



at, or slightly above, the battery 
check point. 
2. Aircraft Power Supply 

a. When the aircraft electrical power 
source is used, position the power 
switch on the metering unit to the 
*Tlane'' power position. 

b. Repeat steps c and d above. 

THE TAPE RECORDER 

5.49 The manufacturer's manual sup- 
plied with the recorder indicates precau- 
tions to be observed and provides detailed 
instructions for operation. A monitor ex- 
pecting to use the recorder should practice 
using it until he is proficient both on the 
ground and in flight. The recording and 
playback of preliminary survey informa- 
tion will provide a check of the recorder's 
operability. Prior to a mission, the "Bat- 
tery Voltage Indication" should be ob- 
served and batteries replaced, if required. 

REFERENCES 

Handbook for Radiological Monitors. — 
FG-i]-5.9, April 1963. Instrument manuals 
accompanying each instrument 

Handbook for Aerial Radiological Moni- 
tors.— FG-E-5.9.1, July 1966. 
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CHAPTER 6 



RADIOACTIVE FALLOUT 



Now we are ready for a closer look at our 
enemy— RADIOACTIVE FALLOUT. We 
have learned how it is produced through a 
nuclear detonation and we have learned 
how to measure it when it arrives. This 
prompts a question: 

Must we ivait until fallout actually ar- 
rives before we can decide where it is 
going and what to do about it? 

. . . and the answer is . . . 

NO! ! ! 

True enough, we cannot detect nor can 
we measure fallout before it arrives but we 
definitely do not have to just sit and wait 
for it. Although it may appear that the 
fallout makes its own rules, its movement 
is affected by a number of elements, some 
of which we can measure. This lets us 
make predictions about the behavior of 
fallout, to estimate its location. In short, 
when we take our close look at fallout in 
this chapter, we will see how RADEF tech- 
niques can provide life-saving and morale- 
^ supporting warnings of the direction of 
fallout movement. We will see: 

WHY there is fallout 

HOW fallout is formed 

HOW it is spread 

WHAT influences that spread 

WHERE is fallout most likely to land 

WHEN to expect it 

INTRObUCTldN 

6.1 [ **Fallout'' is one of those words 
which define themselves. Say the word, 
and you have grasped its essential mean- 
ing; the fallback to earth of radioactive 
particles produced by the detonation of a 
nuclear weapon. It is only when we begin 
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to learn more about fallout that we start 
to lose sight of this central and simple 
idea. Words like "clean bomb^^ and "dirty 
bomb"; "early fallout" and "worldwide fal- 
lout"; "fission products^^ and "fusion prod- 
ucts"; "local fallout" and "late fallout"; 
"surface blirst" and "air burst"; "stron- 
tium 90" and "carbon 14" make us wonder 
if we know what fallout is after all, despite 
that built in definition. So, let us look at 
these words and see what they mean. 

SOURCES OF RADIOACTIVE MATERIAL 

6.2 Let us first consider where the ra- 
dioactive material in fallout comes from? 
How many sources are there and are all 
equally important? 

6.3 When uranium or plutonium are fis- 
sioned the heavy atoms are split into 
smaller atoms and a vast amount of en- 
ergy is released. Millions upon millions of 
these atomic nuclei are split or fissioned in 
the explosion of a nuclear weapon. About 
200 different isotopes of about 35 elements 
are produced as fission products. Most of 
these are radioactive, decaying by emis- 
sion of beta particles frequently accom- 
panied by gamma radiation. These fission 
products constitute the largest single 
source of radioactive material in the fal- 
lout. 

6.4 What about the radioactivity of the 
fusion products? The different fusion reac- 
tions used in fission — fusion type weapons 
may produce tritium (a radioactive hydro- 
gen isotope) and the neutrons produced in 
the reaction may cause the formation of 
radioactive carbon (carbon 14) from the 
nitrogen in the air. However, the carbon 
14 produced is small relative to that nor- 
mally present in the atmosphere. Only in- 
sofar as possible genetic effects might the- 
oretically be incurred over the next sev- 
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eral thousand years could carbon 14 or 
tritium be con-^idered possible hazards. 
Otherwise, fusion products are neglected 
as an important source of radioactive ma- 
terial contributing to the immediate post- 
attack survival problem. 

6.5' The uranium and plutonium which 
may have escaped fission in the nuclear 
weapon represent a further possible 
source of residual nuclear radiation. The 
fissionable isotopes of these elements emit 
alpha particles and also some gamma rays 
of low energy. However, because of their 
very long half-lives, the activity is very 
small compared with that of the fission 
products. 

6.6 It will be seen later that the alpha 
particles from uranium and plutonium, or 
from radioactive sources in general, are 
completely absorbed in an inch or two of 
air. This, together with the fact that the 
particles cannot penetrate ordinary cloth- 
ing, indicates that uranium and plutonium 
deposited on the earth do not represent a 
serious external hazard. Even if they ac- 
tually come in contact with the body, the 
alpha particles emitted are unable to pen- 
etrate the unbroken skin. 

6.7 The last source of radioactive mate- 
rial to be considered is the neutron in- 
duced activity. The neutrons liberated in 
the fission process, but which are not in- 
volved in the propagation of the fission 
chain, are ultimately captured by the 
weapon materials through which they 
must pass before they can escape, by ni- 
trogen (especially) and oxygen in the at- 
mosphere, and by various elements pres- 
ent in the earth's surface. As a result of 
capturing neutrons, substances may be- 
come radioactive. They, consequently, 
emit beta particles, frequently accom- 
panied by gamma radiation, over an ex- 
tended period of time following the explo- 
sion. Such neutron-induced activity, there- 
fore, is part of the residual nuclear radia- 
tion. 

6.8 The activity induced in the weapon 
materials is highly variable, since it is 
greatly dependent upon the design or 
structural characteristics of the weapon. 

' ParuKniphs throuKl^ R-IH aru reprints of selected par{iK'*'M>hs 
T^jiiom The Effects of Nuclojir Weapons. 
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Any radioactive isotopes produced by neu- 
tron capture in the residues will remain 
associated with the fission products. In 
the period from 20 hours to 2 weeks after 
the burst, depending to some extent upon 
the weapon materials, such isotopes, as 
uranium-237 and -239 and neptunium-239 
and -240 can contribute up to 40 percent of 
the total activity of the weapon residues. 
At other times, their activity is negligible 
in comparison with that of the fission 
products. 

6.9 An important contribution to the 
residual nuclear radiation can also arise 
from the activity induced by neutron cap- 
ture in certain elements in the earth and 
in sea water. The extent of this radioactiv- 
ity is highly variable. The element which 
probably deserves most attention, as far 
as environmental neutron-induced activ- 
ity is concerned, is sodium,,,Although this 
is present only to a small extent in aver- 
age soils, the amount of radioactive so- 
dium-24 formed by neutron capture can be 
quite appreciable. This isotope has a half- 
life of 15 hours and emits both beta parti- 
cles, and more important, gamma rays of 
relatively high energy. 

6.10 How much radioactive material is 
available for distribution as fallout? 

6.11 At 1 minute after a nuclear explo- 
sion, when the residual nuclear radiation 
has been postulated as beginning, the 
gamma-ray activity of the 2 ounces of fis- 
sion products from a 1-kiloton fission yield 
explosion is comparable with that of about 
30,000 tons of radium in equilibrium with 
its decay products. It is seen, therefore 
that for explosions in the megaton-energy 
range the amount of radioactivity pro- 
duced is enormous- Even though there is a 
decrease from the 1-minute value by a 
factor of over 3,000 by the end of the day, 
the radiation intensity will still be large,. 

6.12 It has been calculated that if all 
the fission products from an explosion 
with a 1-megaton fission yield could be 
spread uniformly over a smooth area of 
10,000 square miles, the radiation expo- 
sure rate after 24 hours would be 6 roent- 
gens per hour at a level of 3 feet above the 
ground. In actual practice, a uniform dis- 
tribution would be improbable, since a 
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large proportion of the fission products 
would be deposited nearer ground zero 
than at farther distances. Hence, the ra- 
diation intensity will greatly exceed the 
average at points near the explosion cen- 
ter, whereas at much greater distances it 
will usually be less. The above example 
does not include any neutron induced ac- 
tivity. 

FORMATION OF FALLOUT 

6.13 In a surface burst, large quan- 
tities of earth or water enter the fireball 
at an early stage and are fused or vapor- 
ized. When sufficient cooling has occurred, 
the fission products and other radioactive 
residues become incorporated with the 
earth particles as a result of the condensa- 
tion of vaporized fission products into 
fused particles of earth, etc. A small pro- 
portion of the solid particles formed upon 
further cooling are contaminated, fairly 
uniformly throughout with radioactive fis- 
sion products and other weapon residues, 
but in the majority the contamination is 
found mainly in a thin shell near the sur- 
face. In water droplets, the small fission 
product particles occur at discrete points 
within the drops. As the violent disturb- 
ance due to the explosion subsides, the 
contaminated particles and droplets grad- 
ually fall back to earth. This effect is re- 
ferred to as the '^fallout''. It is the associ- 
ated radioactivity in the fallout, which 
decays over a long period of time, that is 
the main source of residual nuclear radiar 
tions. 

6.14 The extent ^nd nature of the fal- 
lout can range between wide extremes. 
The actual behavior will be determined by 
a combination of circumstances associated 
with the energy yield and design of the 
weapon, the height of the explosion, the 
nature of the surface beneath the point of 
burst, and the meteorological conditions, 
which we will discuss later. In the case of 
an air burst, for example, occurring at an 
appreciable distance above the earth's 
surface, so that no surface mater^ials are 
sucked into the cloud, negligible fallout is 
produced. Thus at Hiroshima and Naga- 
saki, where approximately 20-kiloton de- 
vices were exploded 1,850 feet above the 



surface, casualties due to fallout were 
completely absent. 

6.15 On the other hand, a nuclear ex- 
plosion occurring at or near the earth's 
^jurface can result in severe contamination 
by the radioactive fallout. In the case of 
the 15-niegaton thermonuclear device 
tested at Bikini Atoll on March 1, 1954 — 
the BRAVO shot of Operation CASTLE— 
the ensuing fallout caused substantial 
contamination over an area of more than 
7,000 square miles. The contaminated re- 
gion was roughly cigar-shaped and ex- 
tended more than 20 statute miles upwind 
and over 320 miles downwind. The width 
in the crosswind direction was variable, 
the maximum being over 60 miles. 

6.16 It should- be understood that the 
fallout is a gradual phenomenon extend- 
ing over a period of time. In the BRAVO 
explosion, for example, about 10 hours 
elapsed before the contaminated particles 
began to fall at the extremities of the 7,000 
square mile area. By that time, the radio- 
active cloud had thinned out to such an 
extent that it was no longer visible. This 
brings up the important fact that fallout 
can occur even when the cloud cannot be 
seen. Nevertheless, the area of contamina- 
tion which presents the most serious haz- 
ard generally results from the fallout of 
visib!;^ particles. 

6.17 The fallout pattern from particles 
of visible size will have been established 
within about 24 hours after the burst. This 
is referred to as "early fallout" and is also 
sometimes called "local** or "close-in" fal- 
lout. In addition, there is the deposition of 
very small particles which descend very 
slowly over large areas of the earth*s sur- 
face. This is the "delayed fallout," also 
referred to as ^'worldwide fallout,'* to 
which residues from nuclear explosions of 
various types — air, high-altitude, surface, 
and shallow subsurface — may contribute. 

6.18 Although the test of March 1, 1954 
produced the most extensive local fallout 

yet recorded, it should be pointed out that 
the phenomenon was not necessarily char- 
acteristic of (nor restricted to) thermonu- 
clear explosions. It is very probable that if 
the same device had been detonated at an 
appreciable distance above the Coral Is- 
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land, so that the larg-e fireball did not 
touch the surface of the ground, the early 
fallout would have been of insignificant 
proportions. 

WHAT GOVERNS THE LOCATION OF 
EARLY FALLOUT— 

6.19 There are several factors govern- 
ing the location of early fallout. These are: 

1. Kind of weapon. 

2. Yield of the burst. 

3. Altitude of the burst. 

4. Pleight and dimension of the cloud. 

5. Distribution of radioactive particles 
within the cloud. 

6. Radioactivity associated with various 
particle sizes. 

7. Rate of fall of the particles. 

8. Meteorological conditions, including 
wind structure to the top of the cloud 
and any type of precipitation. 

6.20 These factors are so interrelated 
that it is almost impossible to isolate the 
effects .of any one factor with precision. 
However, it is possible to discuss the gen- 
eral significance of each factor. 

6.21 Kind of Weapon, — Since the fusion 
products do not niake a significant contri- 
bution of radioactive material to fallout, 
even when the weapon is a thermonuclear 
one (i.e., fusion is involved), only the fis- 
sion yield of a given weapon is iviportant 
in detennining the total amount of radioac- 
tive fallout. For example, although the to- 
tal anroTfht of radioactive material pro- 
duced would be approximately the same in 
a 1 megaton 50% fission yield weapon and 
a 2 megaton 25% fission yield weapon, the 
resulting fallout patterns would probably 
differ because of the greater height ob- 
tained by the 2 megaton cloud. 

6.22 Altitude of the Burst (This is a 
crucial factor), — The fraction of the total 
radioactivity of the bomb re"sT9l-ues that 
appear in the early fallout depends upon 
the extent that the fireball touches the 
surface. Thus, the proportion of the availa- 
ble activity contributing to early fallout 
increases, as the height of burst decreases 
and more of the fireball comes into contact 
with the earth. 
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6.23 Height and Dimension of ike 
Cloud. — It is obvious that the physical size 
of the cloud at the time of stabilization 
will have an effect on the distribution of 
early fallout. The height to which the indi- 
vidual particles are carried principally de- 
termines how far downwind a given parti- 
cle size will drift, and the horizontal ex- 
tent of the cloud affects the width of the 
area over which fallout will occur. 

6.24 The eventual height reached by 
the nuclear cloud depends upon the en- 
eigy of the bomb and upon the tempera- 
ture and density of the surroCinding air. 
The greater the amount of energy liber- 
ated the greater will usually be the up- 
ward thrust due to buoyancy and so the 
greater will be the distance the cloud as- 
cends. It is probable, however, that the 
maximum height obtainable by the nu- 
clear cloud is affected by the height of the 
tropopause, which is the boundary layer 
between the relatively stable air of the 
stratosphere and the more turbulent trop- 
osphere. (See Figure 6.24.) 

p STRATOSPHERE 
pTROPOPAUSE 

rTROPOSPHERE 




Figure 6.24.— The earth's atmosphere. 

6.25 The height of the tropopause is 
usually slightly above 50,000 feet in the 
tropics and at 30,000 to 40,000 feet in mid- 
dle latitudes in the summer. In winter, in 
the middle latitudes, it is somewhat lower 
on the average than in the summer. For 
smaller kiloton weapons the height of the 
tropopause generally limits the height of 
the nuclear cloud. Even for larger size 
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Figure 6.25.— -Representative nuclear detonation cloud heights. 



weapons in the megaton range, the devel- 
opment of the cloud slows down as the 
cloud builds up into the stratosphere. 
Thus the lower the tropopause, the less 
the total height of the cloud. Figure 6.25 
illustrates rough estimates of some possi- 
ble cloud heights under ''typical'' condi- 
tions. 

6.26 Distribution of Radioactivity 
■within the clouds. — Figure 6.26 summa- 
rizes the distribution of radioactivity 
within the nuclear *cloud. You 'will note 
that approximately 90% of the total activ- 
ity is located in the cloud and only 10% or 
less in the stem section with the bulk of 
the activity in the base of the cloud. It is 
further assumed that the bulk of the ra- 
dioactive material, that contributes to 
early fallout will be at or below about 
80,000 feet. Above this altitude the parti 
cles will probably be in a finely divided 
state and will contribute most to h 
worldwide fallout. 

6.27 Amount of Radioactivity Associ- 
ated ivith Various Particle Sizes.— From 
experimental evidence radioactive parti- 
cles are known to exist with diameters 
ranging from .01 to 1,000 microns (A mi- 



cron is 1 millionth of a meter). It is quite 
possible that even smaller particles exist 
since the lower limit of this range is the 
limit of the resolving power of the electron 
microscope. To determine the fallout pat- 
terns from a nuclear detonation it is nec- 
essary to know the distribution of the total 
radioactivity among particles of various 
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Figure 6.26.— Distribution of radioactivity. 
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sizes. Knowledge in this area is still rather 
limited because of the difficulty in obtain- 
ing; large and representative samples of 
radioactive debris from a nuclear cloud. 

6,28 Rate of Fall of Particles.— The par- 
tides carried up into the atmosphere by a 
nuclear detonation are acted upon by 
gravity and carried by the winds. Since 



wind directions and speeds usually vary 
from one level to another, each particle 
follows a constantly changing course, and 
changing speed as it falls to earth. The 
rate of fall depends upon the particle size, 
shape and weight and the characteristics 
of the air. The stronger the wind in each 
layer the further the particles will be car- 
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Figure 6.28. — Factors affecting distribution of radioactive particles. 
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ried in that layer. The faster the particle 
falls, the less influence the wind will have 
on it and the closer to ground zero it will 
land. The higher the altitude at which it 
begins to fall, the longer it will be carried 
by the wind, and under most conditions — 
when the winds at different altitudes do 
not oppose one another — the farther it will 
travel. (See figure 6.28.) 

6.29; Meteorological Conditions. — Winds 
are the principal factor which affect the 
movement of the nuclear cloud. Even with 
the same type, yield, and altitude of deto- 
nation, different wind conditions will pro- 
duce different fallout patterns of irregular 
shape. The speed and vertical shear of the 
upper air winds will also affect the concen- 
tration of radioactive material on the 
ground. A fallout pattern under conditions 
of strong winds aloft would differ from 
that of weak winds in two ways. First, the 
strong wind would spread the material 
over a larger area tending to reduce the 
concentration close to the source. Second, 
at a given distance the fallout would ar- 
rive sooner and would have had less time 
to decay. 

6.30 The United States has a variety of 
upper air winds. During the winter, spring, 
and fall seasons the United States winds 
are primarily the **prevailing westerlies.** 
By this it is meant that the winds over the 
United States blow more frequently from 
the western quarter than from any other 
quarters of the compass. The westerlies in 
the middle latitudes become increasingly 
predominant with increasing height lap to 
about 40,000 feet At 5,000 feet the winds 
are from the western quadrant about half 
the time; while at 30-40,000 feet they are 
from that quadrant about three-fourths of 
the time. Above 40,000 feet, the percent- 
age of westerly winds again decreases. 

6.31 The predominance of westerly 
wind direction changes with the seasons. 
Upper winds blow from the west more 
often during winter than during summer. 
The increase in frequency of other direc- 
tions in the summer is more pronounced in 
the southeastern portion of the country, 
where directions become variable at all 
levels. Along the Pacific Coast, the winds 
blow less constantly from the west than in 



other sections of the country. Southwes- 
terly and northwesterly winds are more 
common. Above 60,000 feet, easterly winds 
occur frequently in all seasons and are the 
rule in summer over most of the United 
States. 

6.32 In describing direction of fallout 
from the point of detonation (GZ — ground 
zero), the terms **upwind" and ''down- 
wind'' are often used. The ''downwind'' 
direction is the direction toward which the 
wind blows, while "upwind" means against 
the wind. When applied to fallout, the 
terms upwind and downwind will apply to 
the resultant or total effect of all the 
winds through which the particles have 
fallen. An upwind component results from 
the very rapid expansion of the cloud in all 
directions immediately after detonation. 
The disturbances at the time of the explo- 
sion will deposit radioactive material in 
upwind and crosswind directions for rela- 
tively^short distances from ground zero. 

6.33 Since the direction of fallout is de- 
termined by winds up to at least 80,000 
feet, and since winds in the upper air 
frequently are quite different than winds 
at the surface, surface wind directions 
cannot be used as an indication of direc- 
tion of flow of high atmosphere winds. It is 
not at all uncommon to have east, south, 
or north winds at the surface and westerly 
winds aloft. 

6.34 In considering the possible area of 
fallout, wind speed is as important as wind 
direction. Depending on particle size, the 
direction determines the sector to which 
they are carried] and the speed governs 
hoiv far they will travel before coming to 
the earth. Wind speeds over the United 
States generally are less in the summer 
than in winter at all heights and above all 
sections of the United States. The only 
exceptions would be during the passage of 
hurricanes or tornadoes which produce 
very strong surface winds in the warm 
seasons. This difference between seasons 
is greatest in the southeastern portion of 
the country, where winds become particu- 
larly light and variable in the summer. 
During the winter, upper winds along the 
Pacific Coast generally have lower speed 
than in any other section of the United 
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States. Wind speeds increase with altitude 
from the surface up to a level between 
30,000 and 40,000 feet. Above this level 
they usually decrease in speed until at 
60,000 to 80,000 feet they become rela- 
tively light, V 

6.35 The winds of greatest speed us- 
ually occur between 30,000 and 40,000 feet, 
winds exceeding 50 m,p,h, being the rule 
all over the country in winter and in the 
northeast in the summer. In this layer, 
winds greater than 100 m.p.h. are at times 
experienced over all areas of the United 
States, but have been observed most often 
over the northeast, where they are found 
about 25% of the timfe. In this northeast- 
ern area, winds of 200 m.p.h. occur fre- 
quently, with speeds of 300 m.p.h. ob- 
served on rare occasions. The high speed 
winds usually occur in narrow meandering 
currents within the broad belt of middle- 
latitude westerly winds, and are called 
"jet-streams", 

6.36 The strongest winds encountered 
by a falling particle have the greatest 
proportional influence on its total move- 
ments. The strongest winds are usually at 
altitudes in the vicinity of 40,000 feet. 
These ivinds ivould largely determine the 
general direction and length of the fallout 
area, although all the winds up to more 
than twice that height could be effective. 

6.37 Fallout patterns over the United 
States would probably differ in shape and 
extent. In the northern half of the country 
considerably longer patterns would be ex- 
pected, spreading toward the east because 
of the strong upper air westerly winds. 
The passage of low pressure areas would 
caus€ shifts from a mov^ northeasterly to 

- a more southeasterly spread of the fallout 
pattern from one day to another. In the 
summer, particularly in the southern- part 
of the country, a great variety of patterns 
might be expected with a broad irregular 
spreading in all directions in some cases, 
and elongated streaks in others. It should 
be remembered also that in an area lohere' 
several target cities are situated within a 
few hundred miles of one another, fallout 
from more than one detonation might occur 
at the same place. 
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6.38 Variation of the winds by day and 
night has little effect on factors that de- 
termine fallout patterns. Winds a few 
hundred feet aboveground frequently 
change from day to night, but those higher 
up, which have the greatest effect on the 
fallout pattern, do not follow a daily cycle. 
Cloudiness or fog alone are not believed to 
have a marked effect on fallout, although 
the combination of fallout particles with 
cloud droplets may result in^a faster rate 
of fall. Some cloud types also have upward 
and downward air currents. The down- 
ward currents might tend to bring some of 
the radioactive debris down more rapidly 
than it would otherwise settle. 

6.39 In addition to the wind, precipita- 
tion in a fallout area will affect the radio- 
active deposition. Rain drops and snow 
flakes collect a large proportion of the 
atmospheric impurities in their paths. 
Particles of radioactve debris are 
**washed" or '^scrubbed'* out of the air by 
precipitation. The result is that contami- 
nated material, which would be spread 
over a much larger area by the slower dry 
weather fallout process, is rapidly brought 
down in local rain or snow areas. It is 
conceivable that hazardous conditions can 
occur in rain areas where ordinary fallout 
estimates might indicate a safe condition. 
This scrubbing reduces the amount of con- 
tamination left in the air to fall out far- 
ther downwind. 

6.40 Terrain features will also cause a 
variation in the degree of deposition. Hills, 
valleys and slopes of a few hundred feet 
would probably not have a great effect pn 
the fallout radiation levels. However, 
large mountains or ridges could cause sig- 
nificant variation in deposition by receiv- 
ing more fallout on the sides facing the 
surface wind. This is true for both dry 
weather fallout and *Vvainout'\ 

WORLDWIDE FALLOUT 

6.41 Worldwide fallout by definition is 
much more widespread than early fallout. 
Worldwide fallout is that portion of the 
bomb residues which consists of very fine 
material that remains suspended in the 
air for times ranging from days to years. 



These fine particles can be carried over 
large areas by the wind and may ulti- 
mately be deposited on parts of the earth 
remote from the point of burst. It should 
not be inferred from this term, however, 
that none of the fine, material is deposited 
in areas near the explosions nor that such 
material is deposited uniformly over the 
earth. 

6.42 You will recall that early fallout is 
important only when the nuclear burst 
occurs at or near the earth's surface so 
that a large amount of debris is carried up 
into the nuclear cloud. Contributions to 
worldwide fallout, however, can come from 
nuclear explosions of all types, except 
those so far beneath the surface that the 
ball of fire does not break through and 
there is. no nuclear cloud, or those deto- 
nated in outer space. With regard to the 
mechanism of the worldwide fallout, a dis- 
tinction must be drawn between the be- 
havior of explosions of low energy yield 
and those of high energy yield. If the burst 
occurs in the lower part of the atmosphere 
the nuclear cloud from a detonation in the 
kiloton range will not generally rise above 
the top of the troposphere, consequently, 
nearly all the fine particles present in the 
bomb debris from such explosions will re- 
main in the troposphere until they are 
eventually deposited. 

6.43 The fine fallout particles from the 
troposphere are deposited in a complex 
way, complex, since various processes in 
addition to simple, gravitational settling 
are involved. The most important of these 
processes appears to be the scavenging ef- 
fect of rain or other forms of moisture 
precipitation. Almost all of the tropos- 
pheric fallout will be deposited within two 
to t>)ree months after the detonation so 
that bomb debris does not remain for very 
long in the troposphere. 

6.44 While the fine debris is suspended 
in the troposphere the major part of the 
material is moved by the wind at high 
altitudes. In general, the wind pattern is 
such that the debris is carried rapidly in 
an easterly direction, making a complete 
circuit of the globe in some 4 to 6 weeks. 
Diffusion of the cloud to the north and 
south is relatively slow, with the result 



ERIC 



that most of the fine tropospheric fallout 
is deposited in a short period of weeks in a 
fairly narrow band and encircling the 
earth at the latitude of the nuclear deto- 
nation, 

6.45 For explosions of high energy yield 
in the megaton range nearly all the bomb 
debris will pass up through the tropo- 
sphere and enter the stratosphere. The 
larger particles will be deposited locally 
for a surface or sub-surface burst, while 
the very fine particles from bursts of all 
types can be assumed to be injected into 
the stratosphere. Due to their fineness 
and the absence of clouds and rainfall at 
such high altitudes, the particles will set- 
tle earthward very slowly. Although 
agreement does not exist as to the mecha- 
nism that produces observed differences in 
worldwide fallout, it is now clear that non- 
uniform circulation of stratospheric debris 
between the hemispheres is a characteris- 
tic of worldwide fallout. Also no agreement 
exi.sts as to the residence time for world- 
wide fallout in the upper atmosphere, but 
it appears to be somewhere between 1 to 5 
years. 

6.46 During its long residence in the 
stratosphere, the bomb residues diffuse 
slowly but widely, so that they enter the 
troposphere at many points ove~r the 
earth's surface. Once in the troposphere, 
fine material behaves like that which re- 
mained initially in that part of the atmos- 
phere, and is brought to earth fairly rap- 
idly by rain or snow. 

6.47 Anjmportant feature of the strat- 
ospheric worldwide fallout is the fact that 
the radioactive particles are, in effect, sto- 
red in the stratosphere with a small frac- 
tion continuously dribbling down to the 
earth's surface. While in stratospheric 
storage, the debris does not represent a 
direct radioactive hazard. In fact, during 
this time most of the activity of the short- 
lived isotopes decays away and some of the 
activity of the longer-lived isotopes is ap- 
preciably reduced. Thus, stratospheric 
worldwide fallout is a slow, continuous 
non-uniform;deposition of radioactive ma- 
terial over the entire surface of the earth, 
the rate of deposition depending on the 
total amount of bomb debris still present 
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in the stratosphere, the season of the year 
and the amount of precipitation. 

REPRESENTATION OF EARLY FALLOUT 
AREAS 

-6.48 In a somewhat idealized situation, 
it is to be expected that, except for the 
very smallest particles which descend over 
a wide area, the fallout of the larger parti- 
cles fall to earth forming a kind of elon- 
gated (or cigar shaped) pattern of contami- 
nation. The shape and dimensions will be 
determined by the wind velocities and di- 
rections at all altitudes between the 
ground and the nuclear cloud. It should be 
emphasized that these elongated fallout 
patterns are idealized, and an actual fal- 
lout pattern will not conform to these pat- 
terns. 

6.49 At a particular time after the deto- 
nation of a nuclear weapon, the radiation 
exposure rate is apt to be highest at 
ground zero, and will decrease as the dis- 
tance from ground zero increases. This is 
because the amount of fallout per unit 
area is also likely to be less. There is 
another factor that contributes to this de- 
crease in exposure rate with increasing 
distances from the explosion. This factor is 
time. The later times of arrival of the 
fallout at these greater distances mean 
that the fission products have decayed to 
some extent while the particles were sus- 
pended in the air. 

6.50 Some idea of the manner in which 
a fallout pattern may develop over a large 
area during the period of several hours 
following a high-yield nuclear surface 
burst may be seen in Figure 6.50. For 
simplicity of representation, the actual 
complex wind pattern is replaced by an 
approximately equivalent or effective 
wind of 15 miles per .hour. Figure 6.50 
shows a number of contours for certain 
arbitrary exposure rates that could possi- 
bly have been observed on the ground at 1, 
6 and 18 hours (H + 1; H + 6; H + 18) 
respectively after the explosion. It should 
be understood that the various exposure 
rates change gradually from one contour 
line to the next. Similarly, the last contour 
line shown does not represent the limit of 

90 

ERLC 




Figure 6.50.— Contours from fallout at 1, 6, and 18 
hours after a surface burst with a fission yield in 
the megaton range (15 m.p.h. effective wind). Val- 
ues given are in roentgens per hour. 



contamination since the exposure rate will 
fall off steadily over a greater distance. 

6.51 Consider firsts a location 32 miles 
downwind from ground zero. — At one hour 
after the detonation the observed expo- 
sure rate is seen to be about 30 R/hr; at 6 
hours the exposure rate which lies be- 
tween the contours for 1,000 and 300 R/hr 
has increased to about 800 R/hr; but at 18 
hours it is down to roughly 200 R/hr. The 
increase in exposure rate from 1 to 6 hours 
means the fallout was not complete one 
hour after detonation. The decrease from 6 
to 18 hours is then due to the natural 
decay of the fission products. On the other 
hand a total radiation exposure received 
at the given location at one hour after the 
explosion would be relatively small be- 
cause the fallout has only just started to 
arrive* By 6 hours the total exposure could 
reach over 3,000 R and by 18 hours a total 
exposure of some 5,000 R could have accu- 
mulated. Subsequently, the total exposure 
would continue to increase but at a slower 
rate. 

6.52 Nexty consider a point 100 miles 
dowmvind from ground zero. — At one hour 
after the explosion the exposure rate, as 
indicated in Figure 6.50, is zero since the 
fallout will not have reached the specified 
location. At 6 hours the exposure rate is 10 
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R/hr and at 18 hours about 50 R/hi\ The 
total (infinite) exposure will not be as 
great, as at locations closer to ground zero 
because the quantity of fission products 
reaching the ground decreases at increas- 
ing distances from the explosion. 

UNCERTAINTIES IN FALLOUT 
PREDICTIONS 

6.53 Idealized fallout patterns are use- 
ful for planning purposes, but they are not 
blueprints of the actual fallout pattern 
that would occur. There are just too many 
uncertainties or variables involved in fal- 
lout, affecting both distribution of early 
fallout and rate of decrease of radioactiv- 
ity, to make precise prediction possible. 

6.54 It is difficult to estimate the ex- 
tent of the induced radioactivity because 
of differences in type of weapon, the 
height of burst, and the nature of the soil 
or other material in which neutron bom- 
bardment has caused radioactivity. Fur- 
thermore, the existence of unpredictable 
hot spots will affect local radiation expo- 
sure rates, as will the nature of the ter- 
rain (buildings, trees, etc., may reduce, the 
average radiation exposure rate above the 
ground to 70 or 75 percent of the value 
measured in open, flat terrain); weather- 
ing (wind may move surface-deposited fal- 
lout from one area to another or rain may 
wash it into the soil); fractionization (any 




Figure 6.54a. — Fallout patterns from nuclear test 
detonation at the Nevada Test Site. 




FlGlJRE 6.54b. — Fallout patterns from nuclear test 
detonation at tHe Nevada Test Site. 




Figure 6.54c. — Fallout patterns trom nuclear test 
detonation at the Nevada Test Site. 

one of several processes, apart from radio- 
active decay, that results in change in the 
composition of the radioactive weapon de- 
bris); fission products of differing ages and 
other factors. These uncertainties or vari- 
ables mean that the cigar-shaped fallout 
patterns are idealized^ not necessarily 
real. To see how the idealized pattern dif- 
fers from an actual pattern, refer to Fig- 
ures 6.54a through 6.54c which show fal- 
lout patterns from actual test detonations 
at the Nevada Test Site. These patterns 
were developed from monitored readings 
taken shortly after the test shots. 

6.55 So far we have examined the fal- 
lout problem in general terms without 
trying to show the magnitude of the situa- 
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tion that could exist if the entire nation 
should be attacked. The map in Figure 
6.55a illustrates an assumed hypothetical 
nuclear attack. Each circle represents a 20 
megaton surface explosion. There are 50 of 
these. Each square represents a 10 mega- 
ton surface. burst. There are 100 of these. 
Each triangle represents a 5 megaton 
burst and there are also 100 of these. In 
this hypothetical attack there are 250 
weapons dropped on 144 different targets 
which include military, industrial and pop- 
ulation objectives. The total yield of these 
250 weapons is equivalent to 2500 mega- 
tons or 2.5 billion tons ofTNTl 

6.56 Figure 6.55b shows the area that 
would be affected by fallout and the theo- 
retical levels of radiation one hour after 
the attack. The fallout areas would be 30 
to 50 miles long, depending upon wind 
speed and in the center of these areas the 
levels of radiation could be greater than 
3,000 R/hr at H + 1. 

6.57 Figure 6.55c illustrates the situa- 
tion 6 hours after attack. Fallout would 
have spread over about 40% of the na- 
tional land area. However, the radiation 
levels would have decayed by approxi- 
mately a factor of ten. The exposure rates 
in these areas would range from one R/hr 
along the border to perhaps 400 R/hr in 
the center. Figure 6.55d illustrates the 
areas that would be affected by fallout one 
day after attkck. Approximately 70% of 
the country's total area would be covered 
by fallout exposure rates greater than 0.2 
R/hr. About 1,8% of the land area would 
have a very serious fallout condition. 
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Figure 6.55a.— Hypothetical attack pattern. 
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Figure 6.55b. — Hypothetical attack, H +1 situation. 
Exposure rates exceed 10 R/hr. 




Figure 6.55c.-'-Hypothetical attack, H +6 situation. 
Exposure rates exceed 1 R/hr. 




Figure 6. 55d.— Hypothetical attack, H +24 sitaution. 
Exposure rates exceed .2 R/hr. 

6.58 Shortly after the first day radioac- 
tive decay would begin to predominate 
over further deposition of fallout. The 
boundaries of these fallout areas would 
gradually shrink. 

Figure 6.55e illustrates the situation one 
week after attack during which time the 
radioactive areas would have been de- 
creasing in size and the exposure rates 
decreasing as a result of decay. Only about 
one-third of the nation*s area would be 
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Figure 6.55e.— Hypothetical attack, H +1 week 
situation. Exposure rates exceed .2 R/hr. 




Figure 6,55f.— Hypothetical attack, H +2 months 
situation. Exposure rates exceed .2 R/hr. 



the same ground zeros and the same 
weapon yields — but, based on the weather 
of July 12, 1957. You will note that the axis 
of fallout deposition of many locations has 
shifted by more than 120 degrees. On an- 
other day the wind could swing in any 
other direction and turn safe areas on 
these maps into areas of extreme fallout 
danger. 

FALLOUT FORECASTING 

6,62 We have seen that one of the most 
significant factors affecting the dispersion 
of fallout was the wind. We also saw that 
data can be obtained on wind direction 
and speed at various altitudes. Since a 
major influence on fallout is one about 
which considerable data are known, it ena- 
bles us to predict with some degree of 
accuracy the probable pattern of fallout 
dispersion. The requirements of fallout 




covered by fallout exposure rates exceed- 
ing 0.2 R/hr. This reduction in exposure 
rate would continue. Two months after 
attack, the situation might exist as illus- 
trated in Figure 6.55f, We would find only 
isolated elongated islands where the levels 
of radiation would exceed 0.2 R/hr. 

6.59 It is emphasized that this training 
exercise represents just one attack pat- 
tern applied to the winds and weather of 
one day. Had a different attack pattern 
been selected or the weather for another 
day, the fallout situation would have de- 
veloped quite differently. 

6.60 To illustrate the effects of differ- 
ent wind patterns on a hypothetical nu- 
clear attack, figure 6.60 shows a fallout 
projection for a 156 weapon— 384 megaton 
attack using the wind conditions that ex- 
isted on June 28, 1957. 

6.61 Figure 6.61 shows the theoretical 
fallout from the identical attack pattern — 




Figure 6.60.— -Hypothetical attack, fallout pattern 
for winds of June 28, 1957. 




Figure 6.61.— Hypothetical attack, fallout pattern 
for winds of July 12, 1957. 
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prediction from wind direction and speed 
are two: accurate data and current data. 
Both of these conditions are met by the 
network of rawin observatories estab- 
lished by the United States and Canadian 
Weather Services. 

6.63 The purpose of preparing fallout 
forecast plots is to provide graphic esti- 
mates of areas that are likely to receive 
fallout and the approximate time of fallout 
arrival. Figure 6.63 illustrate.. fallout 
forecast plot. The area inside the heavy 
"U** shaped pattern and the dashed three- 
hour line represents land which could be 
covered with fallout within three hours of 
a nuclear surface detonation upon the city 
of Roanoke. The dashed one-hour and two- 
hour lines represent fallout arrival times 
and provide for forecasting fallout arrival 
at various places within the forecast plot. 



For example, at Lynchburg, fallout would 
be forecast to arrive about one hour after 
detonation. 

Information provided by the forecasts is 
limited to areas that may be covered by 
fallout and the approximate times of fal- 
lout arrival within the forecast area. Pre- 
dicted radiation levels or exposure rates 
are not included in the forecasts. 

6.64 Meteorological data for the con- 
struction of fallout forecast plots are avail- 
able to all levels of government in the 
form of **DF'^ messages which are trans- 
mitted by teletype over the national 
weather service network. Data points are 
shown on Figure 6.64. Arrangements for 
the receipt of DF messages should be 
made to support operations in the event of 
a fallout emergency. 

6.65 The Defense Civil Preparedness 




Figure 6.63. — A fallout forecast plot. 
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Figure 6.64.--DF data points. 



Agency has prepared a manual of detailed 
instructions on the construction and use of 
fallout forecasts. This manual is entitled 
"Users Manual — Meteorological Data for 
Radiological Defense/' (FG-E-5.6/1). The 
manual explains the **DF" message for- 
mat, gives instructions on preparing fal- 
lout forecast areas, and illustrates how to 
estimate fallout arrival time for opera- 
tional use. The manual may be obtained 
through regular civil preparedness chan- 
nels. 
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CHAPTER 7 



EFFECTS OF NUCLEAR RADIATION EXPOSURE 



We have learned that nuclear radiation 
is a form of energy which has the power to 
damage living cells or tissue. In this chap- 
ter, our objective is to explain: 

WHAT ar^the effects of nuclear radia- 
tion 

HOW are they produced 

We are going to take a look into a human 
cell and see what happens when it is sub- 
jected to nuclear radiation, what kind of 
damage is produced and the effects of this 
damage. And there is something else we 
will learn, too, something that is VITAL in 
effective RADEF work: 

WHAT is the tolerance of the human 
body to nuclear radiation — how 
muck can we stand — how long 
can we st^nd it 

INTRODUCTION 

7.1 Late one November afternoon in 
1895, as the German physicist Wilhelm 
Roentgen was sending an electric current 
at high voltage through a vacuum tube, he 
noticed a weak light that shimmered on a 
little bench he knew was located nearby. 
It seemed as if the spark of light inside the 
tube was being reflected in a mirror. Strik- 
ing a match, he saw that a screen with 
some barium salt crystals on the bench 
was shining with fluorescent brilliance. 
Later, he held a piece of paper^ then a 
playing card, and then a book between the 
tube and the screen. He was amazed to see 
that, even with the book placed in front of 
the tube, THE CRYSTALS STILL BE- 
CAME FLUORESCENT. Despite every 
law of science (as then understood) he had 
to admit it: SOMETHING, some unknown 
or "X" quantity, was passing right through 
the solid book. He then tried to see if other 



materials would stop the *^something". 
Eventually, he tried placing a thin sheet 
of lead between the tube and the crystals 
and found that it did stop the passage of 
that something. Trying further experi- 
ments, he picked up a small lead piece and 
held it up before the tube. He was stag- 
gered to see that not only did the round 
dark shadow of the disk appear on the 
screen of barium crystals, BUT THAT HE 
COULD DISTINGUISH THE OUTLINE 
OF HIS THUMB AND FINGERS. Not 
only that, but within this outline were 
darker shadows: THE BONES OF HIS 
HAND. These phenomena were so con- 
trary to common sense, that Roentgen 
worked in secrecy, afraid that he might be 
discredited for such ^^unscientific" work. 
Even his best friends were kept in the 
dark. When one insisted on knowing what 
was going on, Roentgen said, **I have dis- 
covered something interesting, but I do 
not know whether or not my observations 
are correct." 

7.2 finally, after continued experi- 
ments including the first -X-ray photo- 
graph (taken of his wife*s hand). Roentgen 
realized that he must tell the world of his 
findings. He reported all his experiments, 
stating that the phenomena were caused 
by some form of invisible radiant energy. 
He called this energy ^*X-rays", the ^^X" 
standing for unknown. 

7.3 The story broke in the Vienna 
Presse on January 5, 1896, and soon scien- 
tists all over the world, including Thomas 
Edison, were excitedly experimenting with 
this new kind of ray. The boon to medicine 
of X-rays, or Roentgen-rays as they were 
later called, was obvious: examining bro- 
ken bones and fractures; locating tumors 
or other abnormalities. For some, X-rv.^ 
were even a source of amusement, a hobby 
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or playtoy. In 1896, the following adver- 
tisement appeared in the magazine Scien- 
tific American: 

''Portable X-ray apparatus for physi- 
cians, professors, photographers and 
students, complete in handsome case, 
including coil, condenser, two sets of 
tubes, battery, etc., for the price of 
$15.00 net, delivered in the United 
States with full guarantee.'* 

7.4 Not understanding the nature of X- 
rays, those early users of this new form of 
energy did not treat it with respect. It was 
aven customary to use the hand as a fluo- 
roscopic test object in controlling the qual- 
ity of the roentgen or X-rays, Soon, those 
who were exposed to continual large doses 
of X-rays, patients, doctors, students, sci- 
entists alike, began to notice painful ef- 
fects. One, Dr. Emil H. Grubbe of Chicago, 
said: **I had developed dermatitis on the 
back of my left hand which was so acute 
that I sought medical aid." The **dermati- 
tis'' was a radiation burn, and Dr. 
Grubbe's fingers and hands had been so 
badly burned by the X-rays that subse- 
quently they were amputated piecemeal 
as the damaging effects of overexposure 
spread, 

7.5 Since it was noticed that exposure 
to X-rays caused the hair to fall out, some 
concluded that X-rays we're a good way to 
remove excess hair. One example, cited by 
Dr. W. E, Chamberlain of Temple Univer- 
sity, shows what could happen: 

A doctor in a small town heard that X- 
rays make hair fall out. His comely little 
secretary complained of having hairy 
arms. Apparently unaware of the poten- 
tialities for harm, the doctor adminis- 
tered X-rays with his portable radi- 
ographic machine. Horrible X-ray burns 
developed, and in due time the young 
lady's arms had to be amputated, 

7.6 By 1922 it was estimated that 100 
radiologists had perished from overexpo- 
sure to radiation. Continued experiments 
clearly showed that all living tissue could 
be destroyed provided it was bombarded 
with a sufficiently high dosage of radia- 
tion. 

7.7 A few months after Roentgen dis- 
covered X-rays, the French scientist Henri 
Becquerel found that certain uranium 
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salts gave off penetrating rays, similar in 
operation to X-rays. Later, Pierre Curie 
and his wife, Marie, tried to find the sub- 
stance responsible for the radiation that 
Becquerel had observed. It was Marie 
Curie who termed this activity RADIOAC- 
TIVITY, to which you were introduced in 
Chapter 2. After intensive work, the Cur- 
ies found two new radioactive elements, 
"polonium'' and **radium^\ From repeated 
overexposures in her work with radioac- 
tive substances; Madam Curie suffered ra- 
diation injury and subsequently died from 
the delayed effects of radium damage. Her 
daughter, Irene Curie, carried on the 
mother's work, and she too died from over- 
exposure to radiation, 

7.8 What happens when living tissue is 
bombarded with radiation? Why does it 
cause so much havoc to the body? These, 
and other questions will be answered in 
subsequent paragraphs, 

NUCLEAR RADIATION INJURIES 

7.9 Each advance in man's power over 
nature has brought with it an element of 
danger. X-ray and nuclear radiation is no 
exception. We adopt a policy of acceptable 
risk in every facet of our lives. Society 
must decide what risk it will accept in the^ 
use of nuclear radiation. The scientist 
must clearly set forth the hazards. 

The primary biological effect of nuclear 
radiation on life is in the cell. The normal 
life process in a cell uses a very small 
amount of energy with a high degree of 
self-regulation. When ionizing radiation 
strikes a cell it disrupts the living process. 
The specialized parts of a cell, such as the 
genes, are damaged not only by direct hits 
but also by the chemical poisons produced 
by ionization of the cell fluid. Many years 
ago radiologists noted that the number of 
cells damaged by a given exposure to ra- 
diation is a simple function of the number 
of living cells present. In other words, the 
number of cells damaged per unit of dose 
is constant. The number of cells in which 
genetic damage occurs is also a function of 
dose. 

7.10 A higher plant or animal such as 
man consists of many cells. Higher forms 
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of life are a society of specialized and 
interdependent cells. Radiation damage to 
one organ or group of specialized cells can 
disturb other organs and weaken the 
whole organism. Man's life functions are 
carried out within a very narrow range of 
temperature, air, nutrients, water and ra- 
diation. This cooperative action of cells 
and tissues makes higher forms of life 
much more vulnerable to radiation than 
lower forms of life. Furthermore, individu- 
als of the same species react differently to 
a radiation dose just as people react differ- 
ently to a cold. 

RADIATION UNITS 

7.11 The radiation unit is known as the 
roentgen. By definition, it is applicable 
only to gamma rays or X-rays and not to 
other types of ionizing radiation, such as 
alpha and beta particles and neutrons. 
Since the roentgen refers to a specific 
result in air accompanying the passage of 
an amount of radiation through air, it does 
not imply any effect which it would pro- 
duce in a biological system. Because of 
this, the roentgen is, strictly speaking, a 
measure of radiation "exposure." The ef- 
fect on a biological system, however, is 
expressed in terms of an "absorbed dose." 
By comparing the actual biological effects 
of different types of ionizing radiation, it 
is possible to convert the absorbed dose 
into a ^^biologically significant dose" which 
provides an index of the biological injury 
that might be expected. 

7.12 The absorbed dose of radiation 
was originally expressed in terms of a unit 
called the "rep," the name being derived 
from the initial letters of "roentgen equiv- 
alent physical." It was used to denote a 
dose of about 97 ergs of any nuclear radia- 
tion absorbed per gram of body tissue; 
however, for various reasons this unit has 
proved to be somewhat unsatisfactory. In 
order to avoid difficulties arising in the 
use of the rep, a new unit of radiation 
absorption, called the **rad," has come into 
general use. The rad is defined as the 
absorbed dose of any nuclear radiation 
which is accompanied by the liberation of 
100 ergs of energy per gram of absorbing 
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material. For soft tissue, the difference 
between the rep and the rad is small, and 
numerical valu?? of absorbed dose for- 
merly expressed in reps are essentially 
unchanged when converted to rads. 

7.13 Although all ionizing radiations 
are capable of producing similar biological 
effects, the absorbed dose (measured in 
rads) which will produce a certain effect 
may vary appreciably from one type of 
radiation to another. This difference in 
behavior is expressed by means of the 
**relative biological effectiveness" (or 
RBE) of the particular nuclear radiation. 
The RBE of a given radiation is defined as 
the ratio of the absorbed dose in rads of 
gamma radiation (of a specified energy)^ to 
the absorbed dose in rads of the given 
radiation having the same biological ef- 
fect. 

7.14 The value of the RBE for a partic- 
ular type of nuclear radiation depends 
upon several factors, including the dose 
rate, the energy of the radiation, the kind 
and degree of the biological damage, and 
the nature of the organism or tissue under 
consideration. As far as nuclear weapons 
are concerned, the important criteria are 
disabling sickness and death. 

7.15 With the concept of the RBE in 
mind, it is now useful to introduce another 
unit, known as the "rem," an abbreviation 
of **roentgen equivalent mammal (or 
man)." The rad is a convenient unit for 
expressing energy absorption, but it does 
not take into account the biological effect 
of the particular nuclear radiation ab- 
sorbed. The rem, however, which is de- 
fined by: dose in rems = RBE X dose in 
rads, provides an indication of the extent 
of biological injury (of a given type) that 
would result from the absorption of nu- 
clear radiation. Thus, the rem is a dose 
unit of biological effect, whereas the rad is 
a unit of absorbed energy dose and the 
roentgen (for X or gamma rays) is one of 
exposure. 



' Because 1 roentgen exposure drives about I rad absoi-btj<l dose in 
tissue for photons of intermtjciiatti energies (0.3 to li MeV), the absorbed 
dose for ^amnia (or X-) rays is often stated, somewhat loo.sely, in 
"roentgens." However, for plioton ener^iea outsicJe tlie ranjre from Q.',\ 
to \i MeV, the exposure in roentffens la no longer simply related to the 
absorbed dose in rads. 
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7.16 All radiation capable of producing 
ionization (or excitation) directly or indi- 
rectly, e.g., alpha and beta particles, X- 
rays, gamma rays, and neutrons, cause 
radiation injury of the same general type. 
However, although the effects are qualita- 
tively similar, the various' radiations differ 
in the depth to which they penetrate the 
body and in the degree of injury corre- 
sponding* to a specified amount of energy 
absorption. As seen above,- the latter dif- 
ference is expressed by means of the RBE. 

7.17 The RBE for gamma rays is ap- 
proximately unity. For beta particles, the 
RBE is also close to unity; this means that 
for a given amount of energy absorbed in 
living tissue, beta particles produce about 
the same extent of injury within the body 
as do X-rays or gamma rays. The RBE fo'r 
alpha particles from radioactive sources 
have been variously reported to be from 10 
to 20, but this is believed to be too large in 
most cases of interest. For nuclear weapon 
neutrons, the RBE for acute radiation in- 
jury is now taken as 1.0, but it is apprecia- 
bly larger where the formation of opacities 
of the lens of the eye (cataracts) is con- 
cerned. In other words, neutrons are much 
more effective than gamma rays in caus- 
ing cataracts. 

7.18 In considering the possible effects 
on the body of gamma radiations from 
external sources, it is necessary to distin- 
guish between an "acute" (or "one-shot") 
exposure and a "chronic** (or extended) 
exposure. In an acute exposure the whole 
radiation dose is received in a relatively 
short interval of time. This is the case, for 
example, in connection with the initial fiu- 
clear radiation. It is not possible to define 
an acute dose precisely, but it may be 
somewhat arbitrarily taken to be the dose 
received during a 24-hour period. Al- 
though the delayed radiations from early 
fallout persist for longer times, it is during 
the first day that the main exposure would 
be received and so it is regarded as being 
acute. On the other hand, an individual 
entering a fallout area after the first day 
or so and remaining for some time would 
be considered to have been subjected to a 
chronic exposure. 
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7.19 The importance of making a dis- 
tinction between acute and chronic expo- 
sures lies in the fact that, if the dose rate 
is not too large, the body can achieve 
partial recovery from some of the conse- 
quences of nuclear radiations while still 
exposed. Thus, apart from certain effects 
mentioned later, a larger total gamma- 
radiation dose would be required to pro- 
duce a certain degree of injury if the dose 
were spread over a period of several weeks 
than if the same dose were received within 
a minute or so. 

7.20 All living creatures are always ex- 
posed to ionizing radiations from various 
natural sources, both inside and outside 
the body. These are chronic exposures con- 
tinuing for a lifetime. The chief internal 
source is the radioisotope potassium-40, 
which is a normal constituent of the ele- 
ment potassium as it exists in nature. 
Carbon-14 in the body is also radioactive, 
but it is only a minor source of internal 
radiation. Some potassium-40, as well as 
radioactive uranium, thorium, and radium 
in varying amounts, is also present in soil 
and rocks. The so-called "cosmic rays," 
originating in space, are another impor- 
tant source of ionizing radiations in na- 
ture. The radiation dose received from 
these rays increases with altitude up to 
about 90,000 feet; at 15,000 feet, it is more 
than five times as great as at sea level. 
The high radiation levels encountered in 
the Van Allen belts at much higher alti- 
tudes do not contribute to the background 
radiation on earth. 

GENERAL RADIATION EFFECTS 

7.21 The effect of nuclear radiations on 
living organisms depends not only on the 
total dose, that is, on the amount ab- 
sorbed, but also on the rate of absorption, 
i.e., on whether it is acute or chronic, and 
on the region and extent of the body ex- 
posed. A few radiation phenomena, such 
as genetic effects, apparently depend pri- 
marily upon the total dose received and to 
a lesser extent on the rate of delivery. The 
injury caused by radiation to the germ 
cells under certain conditions appears to 
be cumulative. In the majority of in- 
stances, however, the biological effect of a 
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given total dose of radiation decreases as 
the rate of exposure decreases. Thus, to 
cite an extrenie case, 1,000 rems in a single 
dose would be fatal if the whole body were 
exposed, but it would probably not have 
any noticeable external effects in the ma- 
jority of persons if delivered more or less 
evenly over a period of 30 years. 

7.22 The injury caused by a certain 
dose of radiation will depend upon the 
extent and part of the body that is ex- 
posed. One reason for this is that when the 
exposure is restricted, the unexposed re- 
gions can contribute to the recovery of the 
injured area. But if the whole body is 
exposed, many organs are affected and 
recovery is much more difficult, 

7.23 Different portions of the body 
show different sensitivities to ionizing ra- 
diations, and there are variations in de- 
gree of sensitivity among individuals. In 
general, the most radiosensitive parts in- 
clude the lymphoid tissue, bone marrow, 
spleen, organs of reproduction, and gas- 
trointestinal tract. Of intermediate sensi- 
tivity are the skin, lungs, and liver, 
whereas muscle, nerves, and aduli bones 
are the least sensitive. 

EFFECTS OF ACUTE RADIATION DOSES 

7.24 Before the nuclear bombings of Hi- 
roshima and Nagasaki, radiation injury 
was a rare occurrence and relatively little 
was known of the phenomena associated 
with whole-body exposure and radiation 
injury. In Japan, however, a large number 
of individuals were exposed to doses of 
radiation ranging from insignificant quan- 
tities to amounts which proved fatal. The 
effects were often complicated by other 
injuries and shock, so that the symptoms 
of radiation sickness could not always be 
isolated. Because of the great number of 
patients and the lack of facilities after the 
explosions, it was impossible to make de- 
tailed observations and keep accurate rec- 
ords. Nevertheless, certain important .con- 
clusions have been drawn from Japanese 
experience with regard to the effects of 
nuclear radiation on the human organism. 

7.25 Since 1945, further information on 
this subject has been gathered from other 
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sources. These include a few laboratory 
accidents involving a small number of hu- 
man beings, whole-body irradiation used in 
treating various diseases and malignan- 
cies, and extrapolation to man of observa- 
tions on animals. In addition, detailed 
knowledge has been obtained from a care- 
ful study of over 250 persons in the Mar- 
shall Islands, who were accidentally ex- 
posed to nuclear radiation from fallout 
following the test explosion on March 1, 
1954. The exposed individuals included 
both Marshallese and a small group of 
American servicemen. The whole-body ra- 
diation doses ranged from relatively small 
values (14 rems), which produce no 
obvious symptoms, to amounts (175 rems) 
which caused marked changes in the 
blood-forming system. 

7.26 No single source of data directly 
yields the relationship between the physi- 
cal dose of ionizing radiation and the clini- 
cal effect in man. Hence, there is no com- 
plete agreement concerning the effect as- 
sociated with a specific dose or dose range. 
Attempts in the past have beien made to 
relate particular symptoms to certain nar- 
row ranges of exposure; however, the data 
are incomplete and associated with many 
complicating factors that make 
interpretation difficult. For instance, the 
observations in Japan were very sketchy 
until 2 weeks following the exposures, and 
the people at that time were suffering 
from malnutrition and preexisting bacte- 
rial and parasitic infections. Conse- 
quently, their sickness was often erro- 
neously attributed to the effects of ioniz- 
ing radiation when such was not necessar- 
ily the case. The existing conditions may 
have been aggravated by the radiation, 
but to what extent it is impossible to esti- 
mate in retrospect. 

7.27 In attempting to relate the radia- 
tion dose to the effect on man, it should be 
mentioned that reliable information has 
been obtained for doses up to 200 rems. As 
the dose increases from 200 to 600 rems 
the data frorn exposed humans decrease 
rapidly and must be supplemented more 
and more by extrapolations based on ani- 
mal studies. Nevertheless, the conclusions 
drawn can be accepted with a reasonable 
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degree of confidence. Beyond 600 rems, 
however, observations on man are so spo- 
radic that the relationship between dose 
and biological effect must be inferred or 
conjectured almost entirely from observa- 
tions made on animals exposed to ionizing 
radiations. 

7.28 With the foregoing facts in mind, 
Figure 7.28 is presented as the best availa- 
ble summary of the effects of various 
whole-body dose ranges of ionizing radia- 
tion on human beings. Below. 100 rems, the 
response is almost completely subclinical; 
that is to say, there is no sickness requir- 
ing special attention. Changes may, never- 
theless, be occurring in the blood, as will 
be seen later. Between 100 and 1,000 rems 
is the range in which therapy, i.e., proper 
medical treatment, will be successful at 
the lower end and may be successful at the 
upper end. The earliest symptoms of radia- 
tion injury are nausea and vomiting, 
which may commence within about 1 to 3 
hours of exposure, accompanied by discom- 
fort (malaise), loss of appetite, and fatigue. 
The most significant, although not imme- 
diately obvious, effect in the range under 
consideration, is that on the hematopoietic 
tissue, i.e., the organs concerned with the 
formation of blood. An important manifes- 
tation of the changes in the functioning of 
these organs is leukopenia, that is, a de- 
cline in the number of leukocytes (white 
blood cells). Loss of hair (epilation) will be 
apparent about 2 weeks or so after receipt 
of a dose exceeding 300 rems. 

7.29 Because of the increase in the se- 
verity of the radiation injury and the vari- 
ability in response to treatment in the 
range from 100 to 1,000 rems, it is conven- 
ient to subdivide it into three sub-sections, 
as shown in Figure 7.28. For whole-body 
exposures from 100 to 200 rems, hospitali- 
zation is generally not required, but above 
200 rems admission to a hospital is neces- 
sary so that the patient may receive such 
treatment as may be indicated. Up to 600 
rems, there is reasonable confidence in the 
clinical events and appropriate therapy, 
but for doses in excess of this amount 
there is considerable uncertainty and vari- 
ability in response. 

7.30 Beyond 1,000 rems, the prospects 



of recovery are so poor that therapy may. 
be restricted largely to palliative meas- 
ures. It is of interest, however, to subdi- 
vide this lethal range into two parts in 
which the characteristic clinical effects 
are different. Although the dividing line 
has been somewhat arbitrarily set at 5^000 
rems in Figure 7.28, human data are so 
limited that this dose level might well 
have any value from 2,000 to 6,000 rems. 
In the range from 1,000 to (roughly) 5,000 
rems, the pathological changes are most 
marked in the gastrointestinal tract, 
whereas in the range above 5,000 rems, it 
is the central nervous system which ex- 
hibits the major injury. 

7.31 The superposition of radiation ef- 
fects upon injuries from other causes may 
be expected to result in an increase in the 
number of cases of shock. For example, the 
combination of sublethal nuclear radiation 
exposure and moderate thermal burns will 
produce earlier and more severe shock 
than would the comparable burns alone. 
The healing of wounds of all kinds will be 
retarded because of the susceptibility to 
secondary infection accompanying radia- 
tion injury and for other reasons. In fact, 
infections, which could normally be dealt 
with by the body, may prove fatal in such 
cases. 

CHARACTERISTICS OF ACUTE WHOLE- 
BODY RADIATION INJURY 

7.32 Single doses in the range of from 
25 to 100 rems over the whole body will 
produce nothing other than blood changes. 
These changes do not usually occur below 
this range and are not produced consist- 
ently at doses below 50 rems. Disabling 
sickness does not occur and exposed indi- 
viduals should be able to proceed with 
their usual duties. Thus, for 

doses of 25 to 100 rems : no illness 

7.33 Exposure of the whole body to a 
radiation dose in the range of 100 to 200 
rems will result in a certain amount of 
illness but it will rarely be fatal. Doses of 
this magnitude were common in Hiro- 
shima and Nagasaki, particularly among 
persons who were at some distance from 
the nuclear explosion. Of the 267 individu- 
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als accidentally exposed to fallout in the 
Marshall Islands following the test explo- 
sion of March 1, 1954, a group of 64 re- 
ceived radiation doses in this range. It 
should be pointed out that the exposure of 
the Marshallese was not strictly of the 
acute type, since it extended over a period 
of some 45 hours. More than half the dose, 
however, was received within 24 hours and 
the observed effects were similar to those 
to be expected from an acute exposure of 
the same jamount. Thus, for 

doses of 100 to 200 rems : slight or no 
illness 

7.34 The illness from radiation doses in 
this range does not present a s6rious prob- 
lem in that most patients will suffer little 
more than discomfort and fatigue and oth- 
ers may have no symptoms at all. There 
may be some nausea and vomiting on the 
first day or so following irradiation, but 
subsequently there is a so-called "latent 
period, up to 2 weeks or more, during 
which the patient has no disabling illness 
and can proceed with his regular occupa- 
tion. The usual symptoms, such as loss of 
appetite and malaise, may reappear, but if 
they do, they are mild. The changes in the 
character of the blood, which accompany 
radiation injury, become significant dur- 
ing the latent period and persist for some 
time. If there are no complications, due to 
other injuries or to infection, there will be 
recovery in essentially all cases. In gen- 
eral, the more severe the early stages of 
the radiation sickness, the longer will be 
the process of recovery. Adequate care 
and the use of antibiotics, as may be indi- 
cated clinically, can greatly expedite com- 
^plete recovery of the small proportion of 

more serious cases. 

7.35 For doses between 200 and 1,000 
rems the probability of survival is good at 
the lower end of the range but poor at the 
upper end. The initial symptoms are simi- 
lar to those common in radiation injury, 
namely, nausea, vomiting, diarrhea, loss of 
appetite, and malaise. The larger the dose, 
the sooner will these symptoms develop, 
generally during the initial day of the 
exposure. After the first day or two the 
symptoms disappear and there may be a 
latent period of several days to 2 weeks 
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during which the patient feels relatively 
well, although important changes are oc- 
curring in the blood. Subsequently, there 
is a return of symptoms, including fever, 
diarrhea, and a step-like ^^ise in tempera- 
ture which may be due to accompanying 
infection. Thus, for 

doses of 200 to 1,000 rems : survival 
possible 

7.36 Commencing about 2 or 3 weeks 
after exposure, there is a tendency to 
bleed into various organs, and small hem- 
orrhages under the skin (petechiae) are 
observed. This tendency may be marked. 
Particularly common are spontaneous 
bleeding in the mouth and from the lining 
of the intestinal tract. There may be blood 
in the urine due to bleeding in the kidney. 
The hemorrhagic tendency depends 
mainly upon depletion of the platelets in 
the blood, resulting in defects in the blood- 
clotting mechanism. Loss of hair, which is 
a prominent consequence of radiation ex- 
posure, also starts after about 2 weeks, 
immediately following the latest period, 
for doses over 300 rems. (See Figure 7.36.) 




Figure 7.36.— -Epilation clue to radiation exposure. 
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7.37 Susceptibility to'^Trifection of 
wounds, burns, and other lesions, can be a 
serious complicating factor. This would re- 
sult to a large degree from loss of the 
white blood cells, and a marked depression 
in the body's immunological process. For 
example, ulceration about the lips may 
commence after the latent period and 
spread from the mouth through the entire 
gastroinestinal tract in the terminal stage 
of\the sickness. The multiplication of bac- 
teria, made possible by the decrease in the 
white Cjells of the blood and injury to other 
immune mechanisms of the body, allows 
an overwhelming infection to develop. 

7.38 Among other effects observed in 
Japan was a tendency toward spontaneous 
internal bleeding near the end of the first 
week. At the same time, swelling and in- 
flammation of the throat was not uncom- 
mon. The development of severe radiation 
illness among the Japanese was accom- 
panied by an increase in the body temper- 
ature, which was probably due to second- 
ary infection. Generally there was a step- 
like rise between the fifth and seventh 
days, sometimes as early as the third day 
following exposure, « and usually continu- 
ing until the day of death. 

7.39 In addition to fever, the more seri- 
ous cases exhibited severe emaciation and 
delirium, and death occurred within 2 to 8 
weeks. Examination after death revealed 
a decrease in size of and degenerative 
changes in testes and ovaries. Ulceration 
of the mucous membrane of the large in- 
testine, which is generally indicative of 
doses of 1,000 rems or more, was also noted 
in some cases. 

7.40 Those patients in Japan who sur- 
vived for 3 to 4 months, and did not suc- 
cumb to tuberculosis, lung disease, or 
other complications, gradually recovered. 
There was no evidence of permanent loss 
of hair, and examination of 824 survivors 
some 3 to 4 years later showed that their 
blood composition was not significantly 
different from that of a. control group in a 
city not subjected to nuclear attack. 

7.41 Very large doses of whole-body ra- 
diation (approximately 5,000 rems or more) 
result in prompt changes in the central 
nervous system. The symptoms are hyper- 
id 



excitability, ataxia (lack of muscular coor- 
dination), respiratory distress, and inter- 
mittent stupor. There is almost immediate 
incapacitation, and death is certain in a 
few hours to a week or so after the acute 
exposure. If the dose is in the range from 
1,000 to roughly 5,000 rems, it is the gas- 
trointestinal system which exhibits the 
earliest severe clinical effects. There is- the 
usual vomiting and nausea followed, in 
more or less rapid succession, by prostra- 
tion, diarrhea, anorexia (lack of appetite 
and dislike for food), and fever. As ob- 
served after the nuclear detonations in 
Japan, the diarrhea was frequent and se- 
vere in character, being watery at first 
and tending to become bloody later; how- 
ever, this may have been related to preex- 
isting disease. Thus, for 

large dose (over 1,000 rems) : survival 
improbable 
7.42 The sooner the foregoing symp- 
toms of radiation injury develop the 
sooner is death likely to result. Although 
there may be no pain during the first few 
days, patients experience malaise, accom- 
panied by marked depression and fatigue. 
At the lower end of the dose range, the 
early stages of the severe radiation illness 
are followed by a latent period of 2 or 3 
days (or more), during which the patient 
appears to be free from symptoms, al- 
though profound changes are taking place 
in the body, especially in the blood-form- 
ing tissues. This period, when it occurs, is 
followed by a recurrence of the early 
symptoms, often accompanied by deliriurr 
or coma, terminating in death usually 
within a^few days to 2 weeks, 

EFFECTS OF RADIATION ON BLOOD 
CONSTITUENTS 

7.43 Among the biological conse- 
quences of exposure of the whole body to a 
single dose of nuclear radiation, perhaps 
the most striking and characteristic are 
the changes which take place in the blood 
and blood-forming organs. Normally, these 
changes will occur only for doses greater 
than 25 rems. Much information on the 
hematological response of human beings 
to nuclear radiation was obtained after 
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the nuclear explosions in Japan and also 
from observations on victims of laboratory 
accidents. The situation which developed 
in the Marshall Islands in March 1954, 
however, provided the opportunity for a 
very thorough study of the effects of small 
and moderately large doses of radiation 
(up to 175 rems) on the blood of human 
beings. The descriptions given below, 
which are in general agreement with the 
results observed in Japan, are based 
largely on this study. 

7.44 One of the most striking hemato- 
logical changes associated with radiation 
injury is in^ the number of white blood 
ceils. Among these cells are the neutro- 
phils, formed chiefly in the bone marrow, 
which are concerned with resisting bacte- 
rial invasion of the body. The number of 
neutrophils in the blood increases rapidly 
during the course of certain types of bacte- 
rial infection to combat the invading orga- 
nisms. Loss of ability to meet the bacterial 
invasion, whether due to radiation or any 
other injury, is a very grave matter, and 
bacteria which are normally held in check 
by the neutrophils can then multiply rap- 
idly, causing serious consequences. There 
are several types of white blood cells with 
different specialized functions, but which 
have in common the general property of 
resisting infection or removing toxic prod- 
ucts from the body, or both. 

7.45 After the body has been exposed to 
radiation in the sub-lethal range, i.e.; 
about 200 rems or less, the total number of 
white blood cells may show a transitory 
increase during the first 2 days or so, and 
then decrease below normal levels. Subse- 
quently the white count may fluctuate and 
possibly rise above normal on occasions. 
During the seventh or eighth weeks, the 
white cell count becomes stabilized at low 
levels and a minimum probably .occurs at 
about this time. An upward trend is ob- 
served in succeeding weeks but complete 
recovery may require several months or 
more. 

7.46 The neutrophil count parallels the 
total white blood cell count, so that the 
initial increase observed in the latter is 
apparently due to increased mobilization 
of neutrophils. Complete return of the 
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number of neutrophils to normal does not 
occur for several months. 

7.47 In contrast to the behavior of the 
neutrophils, the number of lymphocytes, 
produced in parts of the lymphatic tissues 
of the body, e.g., lymph nodes and spleen, 
shows.B sharp drop soon after exposure to 
radiation. The lymphocyte count continues 
to remain considerably below normal for 
severiJ' months and recovery may require 
many months or even years. However, to 
judge from the observations made in Ja- 
pan, the lymphocyte count of exposed indi- 
viduals 3 or 4 years after exposure was not 
appreciably different from that of unex- 
posed persons. 

7.48 A significant hematological 
change also occurs in the platelets, a con- 
stituent of the blood which plays an impor- 
tant role in blood clotting. Unlike the fluc- 
tuating total white count, the number of 
platelets begins to decrease soon after ex- 
posure and falls steadily and reaches a 
minimum at the end of about a month. The 
decrease in the number of platelets is fol- 
lowed by partial recovery, but a normal 
count may not be attained for several 
months or even years after exposure. It is 
the decrease in the platelet count which 
partly explains the appearance of hemor- 
rhage and purpura in radiation injury. 

7.49 The red blood cell (erythrocyte) 
count also undergoes a decrease as a re- 
sult of radiation exposure and hemor- 
rhage, so that symptoms of anemia, e.g., 
pallor, become apparent. However, the 
change in the number of erythrocytes is 
much less striking than that which occurs 
in the white blood cells and platelets, espe- 
cially for radiation doses in the range of 
200 to 400 rems. Whereas the response in 
these cells is rapid, the red cell count 
shows little or no change for several days. 
Subsequently, there is a decrease which 
may continue for 2 or 3 weeks, followed by 
a gradual increase in individuals who sur- 
vive. 

7.50 As an index of severity of radia- 
tion exposure, particularly in the suble- 
thal range, the total white cell or neutro- 
phil cqunts are of limited usefulness be- 
cause of the wide fluctuations and the fact 
that several weeks may elapse before the 
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maximum depression i observed. The 
lypmphocyte count is of more value in this 
respect, particularly in the low dose range, 
since depression occurs within a few hours 
of exposure. However, a marked decrease 
in the number of lymphocytes is observed 
even with low doses^nd there is relatively 
little difference with large doses. 

7.51 The platelet count, on the other 
hand, appears to exhibit a regular pattern, 
with the maximum depression being at- 
tained at approximately the same time for 
various exposures in the sublethal range. 
Furthermore, in this range, the degree of 
depression from the normal value is 
roughly proportional to the estimated 
whole-body dose. It has been suggested, 
therefore, that the platelet count might 
serve as a convenient and relatively sim- 
ple direct method for determining the se- 
verity of radiation injury in the sublethal 
range. The main disadvantage is that an 
appreciable decrease in the platelet count 
is not apparent until some time after the 
exposure, 

LATE EFFECTS OF IONIZING RADIATION 

7.52 There are a number of conse- 
quences of nuclear radiation which may 
not appear for some years after exposure. 
Among them, apart from genetic effects, 
are the formation of cataracts, non-spe- 
cific life shortening, leukemia, other forms 
of malignant disease, and retarded devel- 
opment of children in utero at the time of 
the exposure. Information concerning 
these late effects has been obtained from 
continued studies of various types, includ- 
ing those in Japan made chiefly under the 
direction of the Atomic Bomb Casualty 
Commission.^ 

7.53 The Atomic Bomb Casualty Com- 
mission was established in 1947 to provide 
surveys and studies on the delayed effects 
of the A-bombs. Over 400 reports had been 
issued by 1973. A nationwide enumeration 
was made in Japan at the time of the 1950 
national census to identify who was in 
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Hiroshima and Nagasaki at the time of 
burst. The major Atomic Bomb Casualty 
Commission studies relate to the survivors 
who were alive during the initial survey, 
about five years after the burst. There- 
fore, the sample excludes the more se- 
verely-injured who. died prior to . 1950. 
These exposed people have been studied, 
through both a biennial physical examina- 
tion and after death by an autopsy pro- 
gram. Because of different latent periods 
the effects of radiation have developed 
with the years since 1947. For example, in 
the 1970's, as leukemia decreases, malig- 
nant neoplasms (tumors) are rising rap- 
idly, for those exposed in utero or in child- 
hood. Some of the most significant find- 
ings from various studies are extracted 
here in paragraphs 7-54-7.61 from the 1973 
technical report of the Atomic Bomb Cas- 
ualty Commission's report ^^Radiation Ef- 
fects on Atomic Bomb Survivors/* 

GENETIC EFFECTS 

7.54 Significant effects of parental ex- 
posure to the A-bomb on stillbirth or in- 
fant mortality rates, birth weight of child, 
or on the frequency of congenital malfor- 
mations have not been detected. The sex 
ratio (ratio of male to female babies) was 
expected to decrease if the mother had 
been irradiated, and to increase with pa- 
ternal irradiation. An earlier study sug- 
gested such a shift, but additional data 
failed to confirm this hypothesis. No rela- 
tionship has been observed between pa- 
rental exposure and the mortality of chil- 
dren. No significant increase in leukemia 
incidence has been observed in the off- 
spring of persons exposed to A-bomb ra- 
diation. A pxeliminary study of the off- 
spring of A-bomb survivors showed no evi- 
dence of radiation effects on chromosomes. 
Recent studies show white corpuscle dam- 
age after 20 years (see 7.61). 

RADIATION INJURIES 

7.55 Thr^e major symptoms of acute 
radiation expo^bre were observed — loss of 
hair, bleeding, and mouth lesions. Acute 
rpdiation symptoms increased from 5% to 
10% among those exposed to total dose of 
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50 rem to 50% to 80% of those.with aUput ^ 
300 rem exposure, after which the propor- 
tion leveled off. 

DELAYED EFFECTS ON GROWTH AND 
DEVELOPMENT 

7.56 Head circumference and height 
were significantly smaller in children in 
utero whose mothers were exposed and 
evidenced major radiation symptoms. Con- 
sistently smaller head and chest circum- 
ferences, weight, standing and sitting 
heights at ages 14 to 15 years were found 
among Nagasaki children whose mothers 
were exposed to high doses. Height, 
weight and head circumferences at 17 
years of age were significantly smaller in 
the Hiroshima in utero children whose 
mothers were exposed. Decreased heac! 
circumference was most prominent among 
those in the first trimester of gestation at 
time of burst (ATB). Body size was smaller 
and body maturity advanced in the Hiro- 
shima exposed children. Adult height was 
significantly less among Hiroshima chil- 
dren 0-5 years of age ATB (at time of 
burst) exposed to high doses. Dose effect 
declined with increasing age ATB, but 
adult weight was less regardless of age 
ATB. Tissue samples from the exposed 
population suggest accelerated ageing 
among those exposed. There was no radia- 
tion effect on bone growth among those 
exposed to radiation in utero ATB. 

DELAYED EFFECTS OF DISEASE 
OCCURRENCE 

7.57 The first demonstrated delayed ef- 
fects of the A-bon^bs were radiation cata- 
racts in about 2V2% of survivors within 
1000 meters from ground zero ATB. Cata- 
racts were the only delayed manifesta- 
tions of ocular injury from the A-bomb. 
The latent period for subjective disturb- 
ances from cataracts appears to have been 
about two years. Prevalence of mental re- 
tardation was high in those exposed in 
utero less than 1500 meters from ground 
zero. Mental retardation was more fre- 
quent in those exposed between the 6th 
and 15th weeks of pregnancy, the period of 
brain development. For in utero children, 
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the death rate for all causes, especially 
among infants, increased with intensity of 
radiation exposure of the mother. How- 
ever, no increase in mortality from leuke- 
mia and other cancers was observed. No 
relationship between rheumatoid arthritis 
and radiation dose has been found. A neg- 
ative finding does not mean that certain 
effects will not occur later. Abnormalities 
of the minute surface blood vessels were 
found in those under 10 years ATB who 
were exposed to 100 rem or more. Lip and 
tongue mucous membraaces were more 
frequently affected than were nail fold 
and eyelids. These findings suggest that 
A-bomb exposure affected the entire vas- 
cular system. There was no evidence of a 
relationship between the prevalence of 
cardiovascular diseases and radiation ex- 
posure, or between mortality from cardiov- 
ascular diseases and radiation. 

NEOPLASMS 

7.58 There were minor elevations in 
mortality from causes other than neo- 
plasms (abnormal growth) but, all in all, 
there was little evidence of radiation ef- 
fect on other causes of death, including 
tuberculosis, stroke, and other diseases of 
the circulatory system. Lung cancer mor- 
tality increased with dose. This increase 
was particularly significant for those ex- 
posed at ages 35 years and over ATB. The 
occurrence of thyroid cancer was higher in 
women than in men and showed a signifi- 
cant elevation with the increase in dose. 
For those less than 20 years ATB, no sex 
difference for thyroid cancer was evident. 
Salivary gland tumors increased more 
than five-fold among survivors exposed to 
high radiation doses compared with the 
nonirradiated population. The relative 
risk of breast cancer was significantly 
higher among the heavily irradiated 
women. Women who were young at the 
time of the bomb are now entering the 
ages of high risk from breast cancer. No 
relationship has been found to date be- 
tween radiation dose and prevalence of 
cancers of the stomach, gall bladder and 
bile duct, liver, bone, and skin. Mortality 
from disease was higher among survivors 
who received large radiation doses than 



among those with small doses or those not 
in the cities. Excessive mortality was espe- 
cially high for leukemia, where the radia- 
tion effect appeared to be present even 
among those estimated to have received 
10-49 rem. Mortality from cancer apart 
trbm leukemia Avas also elevated in survi- 
vors with large radiation doses, but could 
be demonstrated with reliability only 
among those with doses exceeding 200 
rem. 

LEUKEMIA 

7.59 Leukemia rates in the high dose 
groups have declined persistently during 
the period 1950 to 1970, but have not 
reached the level experienced by the gen- 
eral population. However, death rates for 
cancer of other sites have increased 
sharply in recent years. The latent period 
for radiation induced cancers other than 
leukemia appears to be 20 years or more. 
There was increased leukemia with a dose- 
response relationship with the peak occur- 
ring about six years after exposure. The 
effect was greatest among those exposed 
during childhood. The lowest dose cate- 
gory -with a high frequency of leukemia 
was 20-49 rem. This effect at 20-49 rem 
was found in' Hiroshima where neutrons 
constituted a substantial fraction of the 
total dose. In Nagasaki, exposure to neu- 
trons was very small and no cases of I'eu- 
kemia occurred among survivors exposed 
to 5-99 rem. 

MALIGNANT NEOPLASMS 

7.60 After a latent period of about 15 
years, children who received radiation 
doses of 100 rem or more have begun to 
develop an excessive number of malignant 
neoplasms. Now, 25 years after exposure, 
the accumulated increase is most striking, 
with no evidence that a peak has been 
reached. During the next 10 years, these 
persons will be entering ages when cancer 
incidence ordinarily begins to increase. 
Forty cases of anemia were confirmed in 
A-bomb survivors in a 20-year period, but 
the increase in risk due to radiation expo- 
sure was not significant when compared to 
the population. The prevalence of thyroid 



disease increased with dose among Hiro- 
shima females and among those 0-19 years 
ATB in Nagasaki. An increase in preva- 
lence of miscellaneous eye diseases after 
radiation exposure was noted, except 
among females age 50 or more ATB. 

OTHER FINDINGS 

7.61 No consistent differences have 
been found by radiation exposure for preg- 
nancy, birth and stillbirth rates, and zero 
pregnancies. Studies of cultured lympho- 
cytes (white corpuscles) have demon- 
strated that radiation induced chromo- 
some changes still persist more than 20 
years after exposure. Furthermore, their 
frequency appears to be proportional to 
the exposure dose. A high proportion of 
those in utero whose mothers received a 
dose of at least 100 rem evidenced complex 
chromosomal abnormalities as compared 
to the comparison groups. There has been 
no manifestation of clinical disease associ- 
ated with chromosomal abnormalities. 

EXTERNAL HAZARD: BETA BURNS 

7.62 Injury to the body from external 
sources of beta particles can arise in two 
general ways. If the beta-particle emit- 
ters, e.g., fission products in the fallout, 
come into actual contact with the skin and 
remain for an appreciable time, a form of 
radiation damage, sometimes referred to 
as **beta burn," will result. In addition, in 
an area of extensive early fallout, the 
whole surface of the body will be exposed 
to beta particles coming from many direc- 
tions. It is true that clothing will atten- 
uate this radiation to a considerable ex- 
tent; nevertheless, the whole body could 
receive a large dose from beta particles 
which might be significant. 

7.63 Valuable information concerning 
the development and healing of beta burns 
has been obtained from observations of 
the Marshall Islanders who were exposed 
to fallout in March 1954. Within about 5 
hours of the burst, radioactive material 
commenced to fall on some of the islands. 
Although the fallout was observed as a 
white powder, consisting largely of parti- 
cles of lime (calcium oxide) resulting from 
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the decomposition of coral (calcium car- 
bonate) by heat, the isalnd inhabitants did 
not realize its significance. Because the 
weather was hot and damp, the Mar- 
shalese remained outdoors; their bodies 
were moist and they wore relatively little 
clothing. As a result, appreciable amounts 
of fission products fell upon their hair and 
skin and remained there for a considerable 
time. Moreover, since the islanders, as a 
rule, did not wear shoes, their bare feet 
were continually subjected to contamina- 
tion from fallout on the ground. 

7.64 During the first 24 to 48 hours, a 
number of individuals in the more highly 
contaminated groups experienced itching 
and a burning sensation of the skin. These 
symptoms were less marked among those 
who were less contamined with early fal- 
lout. Within a day to two all skin symp- 
toms subsided and disappeared, but after 
the lapse of about 2 to 3 weeks, epilation 
and skin lesions were apparent on the 
areas of the body which had been contaim- 
inated by fallout particles. There was ap- 
parently no erythema, either in the early 
stages (primary) or later (secondary), as 
might have been expected, but this may 
have been obscured by the natural colora- 
tion of the skin. 

7.65 The first evidence of skin damage 
was increased pigmentation, in the form of 
dark colored patches and raised areas (ma- 
cules, papules, and rasied plaques). These 
iesions developed on the exposed parts of 

"the body not protected by clothing, and 
occurred usually in the following order: 
scalp (with epilation), neck, shoulders, 
depressions in the forearm, feet, limbs, 
and trunk. Epilation and lesions of the 
scalp, neck, and foot were most frequently 
observed (see Figures 7.65a and 7.65b). 

7.66 In addition, a bluish-brown pig- 
mentation of the fingernails was very com- 
mon among the Marshallese and also 
among American Negroes. The phenome- 
non appears to be a radiation response 
peculiar to the dark-skinned races, since it 
was not apparent in any of the white 

^ Americans who were exposed at the same 
time. The nail pigmentation- occu^rred in a 
number of individuals who did not have 
skin lesions. It is probable that this was 
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Figure 7.65a.— Beta burn on neck shortly after 
exposure. 




Figure 7.65b.~-Beta burn on feet shortly after 
exposure- 



caused by gamma rays, rather than by 
beta particles, as the same effect has been 
observed in dark-skinned patients 
undergoing ^-ray treatment in clinical 
practice. 

7.67 Most of the lesions were superfi- 
cial without blistering. Microscopic exami- 
nation at 3 to 6 weeks showed that the 
damage was most .marked in the outer 
layers of the skin (epidermis), whereas 
damage to the deeper tissue was much less 
severe. This is consistent with the short 
range of beta particles in animal tissue. 
After formation of dry scab, the lesions 
healed rapidly leaving a central depig- 
mented area, surrounded by an irregular 
zone of increased pigmentation. Normal 
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Figure 7.68a.— Beta burn on neck after healing. 



pigmentation gradually spread outward in 
the course of a few weeks, 

7,68 Individuals who had been more 
highly contaminated developed deeper le- 
sions, usually on the feet or neck, accom- 
panied by mild burning, itching and pain. 
These lesions were w^t, weeping, and ul- 
cerated, becoming covered by a hard, dry 
scab; however, the majority healed readily 
with the regular treatment generally em- 
ployed for other skin lesions not connected 
with radiation. Abnormal pigmentation ef- 
fects persisted for some time, and in sev- 
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Figure 7.68b. — Beta burn on feet after healing. 
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eral cases about a year elapsed before the 
normal (darkish) skin coloration was re- 
stored (see Figures 7.68a and 7,68b), 

7,69 Regrowth of hair, of the usual 
color (in contrast to the skin pigmentation) 
and texture, began about 9 weeks after 
contamination and was complete in 6 
months. By the same time, nail discolora- 
tion had grown out in all but a few individ- 
uals. Seven years later, there were only 10 
cases which continued to show any effects 
of beta burns, and there was no evidence 
of malignant changes. Blood studies of 
platelets and red blood cells indicated lev- 
els lower than average at 5 years after 
exposure; at 7 years after exposure the 
platelets continued to be slightly de- 
pressed. It thus appears that repair of 
bone marrow injury was not complete at 
this time. In the 1961 examination of the 
Marshallese people there was a possible 
indication of bone growth retardation in 
children who were babies at the time of 
the explosion, 

INTERNAL HAZARD 

7.70 Wherever fallout occurs there is a 
chance that radioactive material will en- 
ter the body throughv the digestive tract 
(due to the consumption of food and water 
contaminated with fission products), 
through the lungs (by breathing air con- 
taining fallout particles), or through 
wounds or abrasions. It should be noted 
that even a very small quantity of radioac- 
tive material present in the body can pro- 
duce considerable injury. Radiation expo- 
sure of various organs and tissues from 
internal sources is continuous, subject 
only to depletion of the quantity of active 
material in the body as a result of physicEil 
(radioactive decay) and biological (elimina- 
tion) processes. Furthermore, internal 
sources of alpha emitters, e,g,, plutonium, 
or of beta particles, or soft (low-energy) 
gamma-ray emitters, can dissipate their 
entire energy within a small, possibly sen- 
sitive, volume of body tissue, thus causing 
considerable damage, 

7.71 The situation just described is 
sometimes aggravated by the fact that 
certain chemical elements tend to concen- 
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trate in specific cells or tissues, some of 
which are highly sensitive to radiation. 
The fate of a given radioactive element \ 
which has entered the biood stream will 
depend upon its chemical nature. Radioso- 
topes of an element which is a normal 
constituent of the body will follow the 
same metabolic processes as the naturally 
occurring, inactive (stable) isotopes of the 
same element. This is the case, for exam- 
ple, with iodine which tends to concentrate 
in the thyroid gland. 

7.72 An element not usually found in 
the body, except perhaps in minute traces, 
will behave like one with similar chemical 
properties that is normally present. Thus, 
among the absorbed fission products, 
strontium and barium, which are similar 
chemically to calcium, are largely depos- 
ited in the calcifying tissue of bone. The 
radioisotopes of the rare earth elements, 
e.g., cerium, which constitute a considera- 
ble proportion of the fission products, and 
Plutonium, which may be present to some 
extent in the fallout, are also '^bone-seek- 
ers/' Since they are not chemical ana- 
logues of calcium, however, they are de- 
posited to a smaller extent and in other 
parts of the bone than are strontium and 
barium. Bone-seekers, are, nevertheless, 
potentially very hazardous because they 
can injure the sensitive bone marrow 
where many blood cells are produced. The 
damage to the blood-forming tissue thus 
results in a reduction in the number of 
blood cells and so affects the entire body 
adversely. 

7.73 The extent to which early fallout 
contamination can get into the blood 
stream will depend upon two main factors: 
(1) the size of the particles, and (2) their 
solubility in the body fluids. Whether the 
material is subsequently deposited in 
some specific tissue or not will be deter- 
mined by the chemical properties of the 
elements present, as indicated previously. 
Elements which do not tend to concen- 
trate in a particular part of the body are 
eliminated fairly rapidly by natural proc- 
esses. 

7.74 The amount of radioactive mate- 
rial absorbed from early fallout by inhala- 
tion appears to be relatively small. The 
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reason is that the nose can filter out al- 
most all particles over 10 microns (0.001 
centimeter) in diameter, and about 95 per- 
cent of those exceeding 5 microns (0.0005 
centimeter). Most of the particles descend- 
ing in the fallout during the critical period 
of highest activity, e.g., within 24 hours of 
the explosion, will be considerably more 
than 10 microns in diameter. Conse- 
quently, only a small proportion of the 
early fallout particles present in the air 
will succeed in reaching the lungs. Fur- 
thermore, the optimum size for passage 
from the alveolar (air) space of the lungs 
to the blood stream is as small as 1 to 2 
microns. The probability of entry into the 
circulating blood of fission products and 
other weapon residues present in the early 
fallout, as a result of inhalation, is thus 
low. Any very small particles reaching the 
alveolar spaces may be retained there or 
they may be removed either by physical 
means, e.g., by coughing, or by the lym- 
phatic system to lymph nodes in the me- 
diastinal (middle chest) area, where they 
may accumulate. 

7.75 The extent of absorption of fission 
products and other radioactive materials 
through the intestine is largely dependent 
upon the solubility of the particles. In the 
early fallout, the fission products as well 
as uranium and plutonium are chiefly 
present as oxides, many oxides of stron- 
tium and barium, however, are soluble, so 
that these elements enter the blood 
stream more readily and find their way 
into the bones.^ The element iodine is also 
chiefly present in a soluble form and so it 
soon enters the blood and is concentrated 
in the thyroid gland. 

7.76 In addition to the tendency of a 
particular element to be taken up by a 
specific organ, the main consideration in 
determining the hazard from a given ra- 
dioactive isotope inside the body is the 
total radiation dose delivered while it is in 
the body (or specific organ). The most im- 
portant factors in determining this dose 
are the mass and half-life of the radioiso- 
tope, the nature and energy of the radia- 
tions emitted, and the length of time it 

* Even under these condition!, only about 10 percent of the strontium 
or barium is actually abiorbed. 
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stays in the body. This time is dependent 
upon the ''biological half-time" which is 
the time taken for the amount of a partic- 
ular element in the body to decrease to 
half of its initial value due to elimination 
by natrual (biological) processes. Combina- 
tion of the radioactive half life and biologi- 
cal half-time gives rise to the ''effective 
half-life," defined as the time required for 
the amount of a specified radioactive iso- 
tope in the body to fall to half of its 
original value as a result of both radioac- 
tive decay and natural eliipination. In 
most cases oi interest, the effective half- 
life in the body as a whole is essentially 
the same as that in the principal tissue (or 
organ) in which the element tends to con- 
centrate. For some isotopes it is difficult to 
express the behavior in terms of a single 
effective half-life because of their compli- 
cated metabolic mechanisms in the human 
body. 

7.77 The isotopes representing the 
greatest potential internal hazard are 
those with relatively short radioactive 
half-lives and comparatively long biologi- 
cal half-times. A certain mass of an isotope 
of short radioactive half-life will emit par- 
ticles at a greater rate than the same 
mass of another isotope, possibly of the 
same element, having longer half-life. 
Moreover the long biological half-time 
means that the active material will not be 
readily eliminated from the body by natu- 
ral processes. For example, the element 
iodine has a fairly long biological half-time 
in many individuals. The actual value var- 
ies over a wide range, from a few days in 
some people to many years in others, but 
on the average it is about 90 days. Iodine 
is quickly taken up by the thyroid gland 
from which it is generally eliminated 
slowly. The radioisotope iodine--131, a 
fairly common fission product, has a radio- 
active half-life of only 8 days. Conse- 
quently, if a sufficient quantity of this 
isotope enters the blood stream it is capia- 
ble of causing serious damage to the thy- 
roid gland, because it remains there dur- 
ing essentially the whole of its radioactive 
life. 

7.78 At short times after a detonation, 
other radioisotopes of iodine, e.g., iodine 



133 and 135, would contribute materially 
to the total dose to the thyroid gland. 
However, their radioactive half-lives are 
measured in hours, and so they decay to 
insignificant levels within a few days of 
their formation. It should be mentioned 
that, apart from immediate injury, any 
radioactive material tliat enters the body, 
even if it has a short effective half-life, 
may contribute to damage which does not 
become apparent for some time. 

7.79 In addition to radioidine, the most 
important pote^ntially hazardous fission 
products, assuming sufficient amounts get 
into the body, fall into two groups. The 
first, and more significant, contains stron- 
tium 89, strontium 90, cesium 137, and 
barium 140, whereas the second consists of 
a group of rare earth and related ele- 
ments, particularly cerium 144 and the 
chemically similar yttrium 91. 

7.80 Another potentially hazardous ele- 
ment, which may be present to some ex- 
tent in the early fallout, is plutonium, in 
the form of the alpha-particle emitting 
isotope plutonium 239. This isotope has a 
long radioactive half-life (24,000 years) as 
well as a long biological half-time (about 
200 years). Consequently, once it is depos- 
ited in the body, mainly on certain sur- 
faces of the bone, the amount of plutonium 
present and its activity decrease at a very 
slow rate. In spite of their short range in 
the body, the continued action of alpha 
particles over a period of years can cause 
significant injury. In sufficient amounts, 
radium, which is very similar to plutonium 
in these respects, is known to cause necro- 
sis and tumors of the bone, and anemia 
resulting in death. 

7.81 Experimental evidence indicates 
that nearly all, if not all, inhaled pluton- 
ium deposits in the lungs where a certain 
portion, less than 10 percent, remains. 
Some of this is found in the bronchial 
lymph nodes. For this reason, the primary 
hazard from inhaled plutonium is to the 
lungs and bronchial lumph nodes. It is of 
interest to note that despite the large 
amounts of radioactive material which 
may pass through the kidneys in the proc- 
ess of elimination, these organs ordinarily 
are not greatly affected. By contrast, ura- 
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nium causes damage to the kidneys, but as 
a chemical poison rather than because of 
its radioactivity. 

7.82 Early fallout accompanying the 
nuclear air bursts over Japan was so insig- 
nificant that it was not observed. Conse- 
quently, no information was available con- 
cerning the potentialities of fission prod- 
ucts and other weapon residues as inter- 
nal sources of radiation. Following the in- 
cident in the Marshall Islands in March 
1954, however, data of great interest were 
obtained. Because they were not aware of 
the significance of the fallout, many of the 
inhabitants ate contaminated food and 
drank contaminated water from open con- 
tainers for periods up to 2 days. 

7.83 Internal deposition of fission prod- 
ucts resulted mainly from ingestion rather 
than inhalation for, in addition to the rea- 
sons given above, the radioactive particles 
in the air settled out fairly rapidly, but 
contaminated food, water, and utensils 
were used all the time. The belief that 
ingestion was the chief source of internal 
contamination was supported by the ob- 
servations'on chickens and pigs made soon 
after the explosion. The gastrointestinal 
tract, its contents, and the liver were 
found to be more highly contaminated 
than lung tissue. 

7.84 From radiochemical analysis of 
the urine of the Marshallese subjected to 
the early fallout, it was possible to esti- 
mate the body burden, i.e., the amounts 
deposited in the tissues, of various iso- 
topesrtt was found that iodine 131 made 
the major contribution to the activity at 
the beginning, but it soon disappeared be- 
cause of its relatively short radioactive 
half-life (8 days). Somewhat the same was 
true for barium 140 (12.8 days half-life), 
but the activity levels of the strontium 
isotopes were morp persistent. Not only do 
these isotopes have longer radioactive 
halMives, but the biological half-time of 
the element is also relatively long. 

7.85 No elements other than iodine, 
strontium, barium, and the rare earth 
group were found to be retained in appre- 
ciable amounts in the body. Essentially ail 
other fission product and weapon residue 
activities were rapidly eliminated, because 
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of either the short effective half-lives of 
the radioisotopes, the sparing solubility of 
the oxides, or the relatively large size of 
the fallout particles. 

7.86 The body burden of radioactive 
material among the more highly contami- 
nated inhabitants of the Marshall Islands 
was never very large and it decreased 
fairly rapidly in the'course of 2 or 3 
months. The activity of the strontium iso- 
topes fell off somewhat more slowly than 
that of the other radioisotopes, because of 
the longer radioactive half-lives and 
greater retention in the bone. Neverthe- 
less, even strontium could not be regarded 
as a dangerous source of internal radia- 
tion in the cases studied. At 6 months 
after the explosion, the urine of most indi- 
viduals contained only barely detectable 
quantities of radioactive material, 

7.87 The most heavily exposed group, 
some 64 Marshallese inhabitants of Ron- 
gelap atoll, received an estimated 175 rem 
whole-body dose before being evacuated. 
While internal contamination was of con- 
cern in 1954, the consensus of the scien- 
tists and medical people was that internal 
burdens of radionuclides were not likely to 
produce injury, even in the heavily ex- 
posed group. All early symptoms were due 
to whole-body exposure doses and to skin- 
'deposited fallout particles. Based on anal- 
ysis of urine samples, it was accepted that 
the Marshall Island people were fully re- 
covered from their accidental exposure to 
thermonuclear fallout in 1954. 

7.88 In 1963 a thyroid nodule v/as^dis- 
covered during routine examination of a 
12-year-old-girl, and in the^ following years 
additional cases were discovered during 
the annual medical surveys. By 1969, 15 of 
the 19 children who had been under 10 
years of age at the time of exposure had 
developed thyroid nodules, and another 
two had severe atrophy of the thyroid 
gland. The method of treatment of all 15 
nodule cases was either partial or total 
removal of the thyroid gland, 

7.89 No children in the less heavily ex- 
posed group, with whole-body doses up to 
about 70 rem, have developed thyroid nod- 
ules to date. Adults in the Rongelap group 
have developed thyroid nodules, but the 



rate of incidence has been less than Vu) 
the rate for children. 

7.90 It seems clear that the course* of 
the thyroid abnormalities was beta irra- 
diation by the radioiodines concentrated 
in the thyroid gland after ingestion and/or 
inhalation. It is likely there is more trou- 
ble ahead over the years for the Marshall 
Islanders, both adults who were heavily 
exposed and those who were children in 
the 70 rem exposure group. It is thought 
the latency period for neoplasms is in- 
versely related to dose. This theoretical 
rule of latency may explain the bunching 
of thyroid effects from 9 to 14 years after 
exposure. 

7.91 The experience of the Marshallese 
children illustrates one combination of 
conditions leading to a serious radioiodine 
threat in nuclear warfare. The children 
were exposed, for the first two days, to all 
of the radiological effects of the fallout 
field, estimated to be 100 R/hr at 1 hour 
after detonation. They received whole- 
body exposure of about 175 rem. The air 
they breathed, during and after fallout 
deposition was unfiltered. They ate con- 
taminated food and drank contaminated 
water. 

7.92 Had the exposure at Rongelap 
been even a factor of three higher, more 
than half of the exposed people would 
have died within a month from the whole- 
body gamma radiation exposure. Studies 
indicate that in a nuclear attack against 
the U.S., exposure could be a factor of 30 
or higher than at Rongelap in some areas. 
Fallout shelters having a protection factor 
of forty would be necessary to limit the 
shelter period whole-body exposure to 175 
rem, i.e., the dose that the people at Ron- 
gelap received. 

7.93 Protection against the threat of 
inhaled and ingested iodines could be pro- 
vided if (1) only filtered air were breathed, 
and (2) only preattack-stored food and 
water were consumed for 30-40 days or 4-5 
V^^ half-lives. Since vapor filters are not 
provided in fallout shelters, any radioiod- 
ine in the gaseous state would reach the 

*Final Refwrl, Inhahuion of Radioiodine from Fallout: HaiiRrds and 
Coiintermeaaures, Defense Civil Preparedness AK«ncy. Washinf?ton, 
D.C. 20301, Aujfust 1972, Number 2380. 
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shelterees: particles stopped by particlfe 
filters could still release their radioiodine 
into the ventilation system. Although it is 
not possible to predict, even within order 
of magnitude, the thyroid doses that could 
be caused by inhalation of fallout radioiod- 
ines, the threat of inhaled radioiodines is 
real. Fortunately, -thi^ threat is likely to 
affect only small areas of the country and 
it can be countered safely and inexpen- 
sively by the timely administration of sta- 
ble '^blocking" iodine to reduce the thyroid 
uptake of radioiodines. In general, the up- 
take of radioiodines by inhalation is be- 
lieved to be minor compared to that from 
ingestion. 

WHOLE-BODY EXPOSURE 

7.94 There .is agreement among most 
authorities that a single whole-body expo- 
sure of 200 R will not affect the average 
adult to the extent that he is incapable of 
performing his ordinary activities. In fact, 
whole-body exposures of 200-300 R have 
been given to many patients with ad- 
vanced cancer without any manifest 
harmful effect on their physical condition. 
Changes in the blood count occurred, as 
was. expected, but, these were not suffi- 
cient to require medical treatments. The 
Marshall Islanders who had the largest 
exposure to fallout, received about 175 R 
over a period of 36 hours. In this group, 
which included peopl'e of all ages, the only 
evidence of acute radiation sickness was 
vomiting on the day fallout occurred 
(about 10 percent reported this symptom) 
and changes in the white blood cell count 
and platelet count several weeks later. 
There is also general agreement that a 
single whole-body exposure of 200 R or less 
should not cause radiation sickness severe 
enough to require medical care in the ma- 
jority (9 out of 10) of healthy adults. 

7.95 The expected results of various 
radiation exposures, if received over var- 
ious periods of time, are shown in the 
following figure (Figure 7.95). (This figure 
is tentative; it may be modified as a result 
of recommendations currently being devel- 
oped by the National Council of Radiation 
Protection and Measurements. The num- 
bers, however, are believed to be realistic.) 
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•Little or no practical consideration. 
Figure 7.95'.— Radiation Exposure Doses. 



7.96 To illustrate use of the figure, 
most people receiving no more than a total 
of 150 R during a time interval less than a 
v^eek (1 hour, 1 day, 3 days, for instance) 
are not expected to need medical care nor 
to become ineffective in work perform- 
ance. Also, people receiving more than 500 
R during one month will need medical 
care, and 50% or more may die. 

7.97 This ^^penalty figure" is intended 
for use by civil preparedness officials dur- 
ing a war emergency to provide them a 
simple and straightforward basis for tak- 
ing into account the radiological elements 
of the problem. For example, replenish- 
ment of a shelter's inadequate water sup- 
ply might be justified if a small crew could 
do so, and if each member's total week's 
exposure could be kept to less than 150 R, 
or the month's exposure less than 200 R. 

7.98 It is known that radiation in- 
creases the chances of genetic damage and 

• Taken fronv DCPA Attack Environment Manual, Cliapter J. 



Other long-term effects. These effects are 
comparatively minor. In a war emergency, 
first minimize the number of deaths and 
second, keep the number of people for 
whom medical care is needed as small as 
possible. When circumstances permit, pre- 
ferred consideration should be given to 
children and adults still capable of pro- 
creation. As conditions permit, emergency 
measures should be terminated and nor- 
mal standards reinstituted. 
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CHAPTEff 8 



EXPOSURE AND EXPOSURE HATE CALCULATIONS 



Up to this point we have learned that 
the effects of radiation exposure are im- 
portant and we have seen what the medi- 
cal consequences are for exposures over 
different periods of time. We need a means 
of calculation that will assist us in meet- 
ing guidelines established for emergency 
workers. Tall order? Complicated mathe- 
matics? Not at all. At least not at the end 
of this chapter because by then we will 
have learned: 

HOW to determine exposure and ex- 
posure rates 

HOW to predict future exposure and 
exposure rates 

WHEN can someone leave shelter and 

for how long 
WHY prediction and measurement 

are possible 

INTRODUCTION 

8.1 In chapter 6 we saw that fallout 
arrives at particular locations v/ith re- 
spect to ground zero at various times after 
burst, depending on such factors as dis- 
tance, meteorological conditions, etc, 

8.2 It was also shown that radioactive 
contamination from fallout could deny the 
use of considerable areas for an apprecia- 
ble period of time. Thus, even without the 
material destruction from blast or thermal 
radiation, many areas, facilities and equip- 
ment could not be used or occupied for 
some time without extreme danger, 

8.3 In deciding what protective meas- 
ures should be taken, including survey 
monitoring operations in an area contami- 
nated with fallout, it is necessary: 

1. To make some estimate of the permis- 
sible time of stay for a prescribed ex- 
posurey or 



2, To determine the exposure that 
would be received in a certain time 
peinod, 

3, To determine an "entry time'* for a 
prescribed exposure and a prescribed 
stay time, 

8.4 If the radiation exposure rate from 
the fission products produced by a single 
weapon is known at a certain time in a 
given location, this knowledge may be 
used to estimate the exposure rate at any 
other time at the^same location assuming 
that there has been no externally pro- 
duced change in the fallout (i.e,, from addi- 
tional contamination or by decontamina- 
tion). In any such calculation, the concept 
of RADIOACTIVE DECAY IS VERY IM- 
PORTANT, 

DECAY OF FISSION PRODUCTS 

8,5 As we saw in Chapter 2, each ra- 
dioisotope has a characteristic decay 
scheme (h/^lMife), These range from a few 
millionths of a second to millions of years. 
When a number of different radioisotopes 
are present — in this case the fission prod- 
ucts of the bomb (fallout)— no, one half-life 
applies for the composite. For the fission 
products, the short-lived radioisotopes pre- 
dominate in the period immediately follow- 
ing the burst. Since th/eir half-lives (decay 
rates) are so short (rapid), the radiation 
level falls off quickly after the detonation. 
And as these short-liV^d radioisotopes ex- 
pend themselves through decay, the 
longer half-life isotopes form an increasing 
proportion of the fission products and the 
rate of decay of the fission products de- 
creases. Because of this pattern of decay, 
the material deposited on the ground at 
increasing times after the burst will be 
less and less radioactive. 
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8.6 In calculating the radiation expo- 
sure (or exposure rate) due to fallout from 
fission products, the gamma rays (because 
of their long range and penetrating power) 
are of greater significance than the beta 
particles, provided of course that the ra- 
dioactive material is not actually in con- 
tact with the skin or inside the 'body. 

8.7 Even though there are different 
proportions of gamma ray emitters among 
the radioisotopes in fallout at different 
periods of time, the fact that there is a 
pattern of decay does permit the develop- 
me^nt through estimates or calculations of 
levels of exposure and exposure rate at 
certain times after a detonation and, in 
fact, permits prediction of exposure and 
exposure rate with a fair degree of accu- 
racy. There are variqus ways of coming up 
with these estimates or calculations, some 
employing a rule of thumb, some employ- 
ing mathematical formulae, and others 
employing graphic presentations (nomo- 
grams). 

NOTE 

No computation of exposure or expo- 
sure rate should be made until they 
begin to decrease, i^ou SHOULD NOT 
CALCULATE EXPOSURE RATES 
WHILE THEY ARE INCREASING. 
Further, calculation is no substitute 
for accurate instrument readings. 



THE 7:10 RULE OF THUMB 

8.8 After exposure rates have begun to 
decrease, you can get a rough idea of fu- 
ture rates by using the 7:10 rule. ' Simply 
stated, this rule is that for every seven- 
fold increase in time after detonation, 
there is a ten-fo\d decrease in exposure 
rate. Figure 8.8 demonstrates this rule of 
thumb. 

. 8.9 Therefore, we see that, through use 
of this rule of thumb, if a 50 R/hr radiation 
exposure rate exists at three hours after 
detonation, by the end of 21 hours it will 
have decreased to 5 R/hr, and by the end 
of 147 hours it will have decreased to 0.5 R/ 
hr. 
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Figure 8.8.--The 7:10 rule of thumb for rate of d- 



STANDARD DECAY— 

THE EXPOSURE RATE FORMULA 

8.10 The following formula is used in 
calculating exposure rates: 

R, =R T" 

8.11 In this equation: 

R = rate at a specific time (T) 
Ri = rate one hour after detonation 
(H + 1^ 

T = time (hours) after detonation 
n = 1.2 (fallout decay exponent) 

NOTE 

When n is equal to 1.2 the situation is 
referred to as standard decay. When n 
assumes other values nonstandard de- 
cay conditions exist. 

STANDARD DECAY— AN EXPOSURE 
RATE PROBLEM 

8.12 If the exposure rate at a given 
location one hour after detonation was 30 
R/hr, what would the rate be at this loca- 
tion 12 hours after detonation? 

SOLUTION 
R, = 30 R/hr 
R = ? 

T = 12 hours 
n = 1.2 

Substitute values in the above formula: 
R, =RT" 
30 =R(12)>-^ 
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30 = R (19.74)* 
30 



E = 



50 



R = 



^ 1.52 R/hr 



1.2 - 1 



(5'-V - 15'-'-2) 



19.73 

* From Fig-ure 8.14 (12)-»- =19.73 



STANDARD DECAY— THE EXPOSURE 
FORMULA 

8.13 The following formula is used in 
calculating exposure. 

R, 



E = 



8.14 In this equation: 

E = exposure from time Tj to T., 

Rj = exposure rate one hour after 

detonation (H + 1) 
T, = time of entry 
T., = time of exit 
n = 1,2 (fallout decay exponent) 

8.15 As an aid in using either formula 
presented above, Figure 8.14 gives the 
computed values of - and T-^-^ for vari- 
ous selected values of T. 



STANDARD DECAY— AN EXPOSURE 
PROBLEM 

8.16 What exposure would a monitoring 
team receive in a radioactive contami- 
nated area if the team entered the area 5 
hours after a nuclear burst and stayed for 
a period of 10 hours? The exposure rate at 
H + 1 was 50 R/hr. 



SOLUTION 

E =? 

R, = 50 R/hr 

Tj 5 hours 

T., = 5 +10 =15 hours 

n = 1.2 

Substitute values in the above formula: 
R, 



50 



n - 1 



-To»-'0 



E = — (5-^-- - lb-'-) 



E = 250 (0.725 -0.582)** 
E = (250) (0.143) 
E = 36 R 

**From Figure 8.14 S^"-^ =0.725 and 15-«'2 
=0.582 



STANDARD DECAY— EXPOSURE RATE 
NOMOGRAM 

8.17 If, of the factors (1) time after 
detonation, (2) exposure rate at H +1, and 
(3) exposure rate at a particular time, we 
know any two, then the other one can be 
found by using a nomogram developed spe- 
cifically for exposure rate calculations. 
(You will recognize these factors as com- 
ing from the formula of paragraph 8.10, 
namely, R,=RrO. The nomogram appears 
as Figure 8.17 and is based upon the 
standard fallout decay exponent of 1.2. 

8.18 To use the exposure rate nomo- 
gram shown in Figure 8.17, connect any 
two known quantities with a straightedge 
and read the unknown quantity directly. 



STANDARD DECAY— AN EXPOSURE 
RATE NOMOGRAM PROBLEM 

8.19 If the exposure rate in an area is 
60 R/hr at H + 5, what will be the rate at 
H + 10? 

8.20 Solution: With a straightedge, con- 
nect 60 R/hr on the ''Exposure Rate at 
H + T" column with 5 hours on the 'Time 
After Burst" column. The rate of 410 R/hr 
is read on the "Exposure Rate at H + 1" 
column. Next, connect, with the straight- 
edge, 10 hours on the 'Time After Burst" 
column with 410 R/hr on the "Exposure 
Rate at H + 1" column and read the an- 
swer directly from the "Exposure Rate at 
H + T" column. 

Answer: 26 R/hr. 
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Figure 8.17.— Exposure rate nomogram. 



STANDARD DECAY— ENTRY TIME— STAY 
TIME— TOTAL EXPOSURE NOMOGRAM 

8.21 Just as it is possible to develop a 
nomogram for exposure rates and time 
through the use of the exposure rate for- 
mula and standard fallout decay exponent 
of 1.2, so can we produce a nomogram for 
the exposure formula. ^ 



8.22 This nomogram is found in Figure 
8.22. 

8.23 To use this nomogram, connect 
two known quantities with a straightedge 
and locate the point on the "E/R/^ column 
where the straightedge crosses it. Connect 
this point with a third known quantity and 
read the answer from the appropriate col- 
umn. 

121 



ERIC 



124 



Entry Tine 



Ttlal Exposvr* lip«tMt Roti {1 keir) 

(I) (R-) 



T 



300 
400 



•OO 

10OO 



44- 



too^ 



300-- 
400t 
•OO-r 
1000- 

2000 - 
3000-r 



Stay Time (hours) 



4^ 



r 



too-* 4 
90\ 



Figure 8.22.— Entry time-stay 

STANDARD DECAY— AN ENTRY TIME 
NOMOGRAM PROBLEM 

8.24 The exposure rate in an area at 
H -I- 7 is 35 R/hr. The stay time is to be 5 
hours and the mission exposure is set at 35 
R. What is the earliest possible entry 
time? 

8.25 Solution: Find the exposure rate 
at H + 1 from the Exposure Rate Nomo- 
gram (Figure 8.17). Connect this value on 
the "Exposure Rate at H -I- 1*' column with 
35 R on the "Total Exposure'* column and 
read 0.1 on the "E/R/' column. Connect 0.1 
on the **E/R/' column with 5 hours on 
"Stay Time'* column and read the answer 
from the "Entry Time*' column. 

Answer: H -f- 24. 

STANDARD DECAYt-A STAY TIME 
NOMOGRAM PROBLEM 

8.26 Entry into an area with an expo- 
122 



total-exposure nomogram. 

sure rate of 100 R/hr at H -I- 1 will be made 
at H -f- 6. What will be the maximum mis- 
sion stay time, if the exposure is not to 
exceed 20 R? 

8.27 Solution: Connect 20 R in the "To- 
tal Exposure'* column with 100 R/hr in the 
''Exposure Rate at H -}- 1'' column and 
read 0.2 in the "E/R/'colurr.n. Connect 0.2 
in the "E/R/' column with 6 hours in the 
"Entry Time*' column, and read the an- 
swer directly from the "Stay Time'' col- 
umn. 

Answer: 2.1 hours. 



STANDARD DECAY— AN EXPOSURE 
NOMOGRAM PROBLEM 

8.28 Find the total exposure for an in- 
dividual who must work in an area in 
which the exposure rate was 300 R/hr at 
H 1. Entry will be made at K -f- 11 and 
the length of stay will be 4 hours. 
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8.29 Solution: Connect H on the 
"Entry Time" column with 4 hours on the 
**Stay Time" column and read 0.19 from 
the "E/R," column. Connect 0.19 in the ''E/ 
R," column with 300 R/hr on the "Expo- 
sure Rate at H -hi" column and read the 
answer from the ''Totai Exposure" col- 
u mn. 

Answer: 60 R. 



WHAT METHOD SHOULD MONITORS 
USE? 

8.30 Nomograms, based on theoretical 
fallout radiaton decay characteristics, 
should be used by monitors when it is 
necessary for them to make rough esti- 
mates of future exposure rates and expo- 
sure s that might be expected in perform- 
ing necessary tasks outside the shelter. 
However, when fallout from several nu- 
clear weapons, detonated more than 24 
hours apart is deposited in an area, the 
decay rate may differ markedly from the 
assumed decay rate. For this reason, cal- 
culations using nomograms should be lim- 
ited as follows: 

a. The time of detonation must be 
known with a reasonable degree of 
accuracy — plus or minus one hour for 
forecasts made within the first twelve 
hours, and plus or minus hours 
for later forecasts. 

b. If nuclear detonations occur more 
than 24 hours apart, predicted rates 
may be considerably in error. In this 
case, use the H hour of the latest 
detonation to compute "Time After 
Burst". 

c. At the time of calculation, exposure 
rates must have been decreasing for 
at least 2-3 hours, and forecasts 
should be made for periods no farther 
in the future than the length of time 
the radiation levels have been ob- 
served to decrease, 

8.31 Have we covered the subject of 
exposure and exposure rate calculations? 
That question prompts another question. 
What level of the RADEF organization 
are we talking about? Monitors? In that 
case, yes, we have covered exposure and 



exposure rate calculations. How about the 
RADEF Officer? Have we taken care of 
him yet? You'll find that answer below. 

AN OPEN LEnER TO RADEF OFFICERS 

We have arrived at the point where 
you will have to bear down hard. This 
is the point at which your own profes- 
sional-type RADEF knowledge makes 
its departure from the standard 
RADEF know-how that will be shared 
by so many members of your RADEF 
organization. 

The following paragraphs are not 
impossible but then neither are they 
easy. If you miss a point, go back and 
reread it because the basic material is 
really here. You will probably notice, 
here and there, some repetition over 
the preceding paragraphs but it is 
intended as an aid to..be>^ex -under-,- ....^^^^ 
standing. 

We will begin with * * * 

A REVIEW OF RADIOACTIVE DECAY 

8.32 Each radioactive isotope has a 
characteristic half-life. These range from a 
few millionths of a second to millions of 
years. However, when many radioisotopes 
contribute to the exposure rate, as in the 
case of the fission products from a nuclear 
weapon, no one half-life applies for the 
composite. With fission products there is a 
predominance of short-lived radioisotopes 
in the period immediately following the 
burst; hence the exposure rate decreases 
very rapidly. As these short-lived radioiso- 
topes expend themselves, the longer half- 
liife isotopes become dominant and the de- 
cay rate of the fission products decreases. 

8.33 We know that radioactive decay of 
the fission products can be estimated us- 
ing the general equation Rj = RT" where R, 
equals the exposure rate at unit time, R 
equals the exposure rate at any time T 
measured from the time of burst, and n is 
the fallout decay exponent. Time may be 
measured in any units — minutes, hours, 
days, weeks, etc., provided unit time and T 
are expressed in the same units. 

STANDARD DECAY— A WORD ABOUT 
THE EXPONENT (1.2) 

8.34 Attempts to fit observed decay of 
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fallout from actual tests with a general 
equation of the form Ri = RT" have re- 
quired values of n ranging from about 0.9 
to 2.2. We have learned that attempts to 
predict the decay of actual fallout fields on 
the basis of any given decay law (i.e., 
assuming some constant value for n) are 
almost certain to be grossly inaccurate. 
The value of n will vary with bomb design, 
the amount and type of neutron-induced 
activity, fractionation, and in a particular 
area, with weathering and decontamina- 
tion. 

8.35 For planning purposes, a value of 
n = 1.2 is frequently used and, for plan- 
ning, this value is quite satisfactory. How- 
ever, accurate information of exposure 
rates and rates of decay must depend on 
repeated monitoring under the same condi- 
tions at the same locations, 

PLOniNG THE EXPOSURE RATE HISTORY 

8.36 Since the fallout at any location 
may consist of radioactive material from 
several different weapons detonated at 
materiaily different times, it will be im- 
practical to keep track of the individual 
contributions and ages of each set of fis- 
sion products comprising the fallout. The 
most practical method of forecasting expo- 
sure rates under these conditions appears 
to be based upon the technique of plotting 
observed rates versus time after detona- 
tion on log-log paper and extrapolating the 
plotted curve. 

8.37 Plots of this type for two or three 
representative points across a community 
will generally be adequate. If the require- 
ment exceeds this, it may be advantageous 
to compute the value of the fallout decay 
exponent n and use the general equation 
Rj =RT" to predict future exposure rates 
in areas where the fission product compo- 
sition is the same. 

8.38 R, = R^T^" and R, = R,.T/ etc. The 
most useful form of the general equation 
will probably be R^T/=R,.T/. Application 
of this formula is discussed in a later 
paragraph (8.55). 

8.39 The procedure for plotting ob- 
served exposure rates is as follows. From 
NUDET (report of time of detonation) re- 



ports or simply from observations of the 
flash, the blast wave, or the cloud of the 
detonation, the time of burst of most 
weapons within a radius of 100 to 200 
miles will be known. Thus, the RADEF 
Officer will know the time of formation of 
most of the fission products in his immedi- 
ate area and from the current "DF'' report 
he will generally know which specific deto- 
nation is causing the major fallout prob- 
lem in his community. 

8.40 The RADEF Officer can then plot 
or direct the plotting of observed exposure 
rates against time on log-log paper. Fu- 
ture rates can be estimated by projecting 
the curve to future times of concern. 

8.41 However y as a practical limits fore- 
casts of future exposure rates generally 
should be made for periods' no farther in 
the future than the length of time exposure 
rates have been obsef^ed to decrease, 

8.42 For example, if exposure rate ob- 
servations have been decreasing for the 
preceding 12 hours, they will be plotted 
and, provided the plot for the last few 
hours approximates a, straight line, the 
curve can be extrapolated (extended) for 
12 additional hours to forecast the rates 
during that time period. Caution must be 
exercised in extrapolating the curve dur- 
ing periods of fluctuation. 

8.43 If, after a period during which the 
logarithmic decay is approximately a 
straight line, the rate is observed to mate- 
rially increase — this indicates the arrival 
of significant additional fallout. If the ex- 
posure rate appears to be equal to or less 
than the maximum exposure rate from 
earlier fallout, continue the original plot 
based on the /^H hour^' of the original 
fallout. 

8.44 However, if considerable time has 
elapsed since arrival of the first fallout, 
and the increase in exposure rate equals 
or exceeds the maximum exposure rate 
from earlier fallout, plot a new graph us- 
ing the estimated H hour of the latest 
fallout as the reference time. 

8.45 After the plot indicates an orderly 
decrease (nearly a straight line log-log 
plot), extrapolation of the curve can again 
provide a reasonable basis for estimating 
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exposure rates for future periods subject 
to the above-mentioned restriction. 

8.46 It should be emphasized that the 
actual exposure rate may vary consider- 
ably from the forecast rate. Thus, opera- 
tions likely to require high radiaton expo- 
sures should be carried out on the basis of 
observed rates, not forecast rates. The 
forecast is s|;mply a guide to aid a local 
coordinator Jn planning his forthcoming 
surviTal an^cl recovery operations. 

8.47 A forecaFit exposure rate could be 
considerably in error if additional fallout 
occurred after the forecast was made or if 
the rate of decay changed materially from 
that indicated by the plots on the log-log 
graph. 

8.48 The latest fallout analysis, based 
upon current exposure rate reports, 
should be the basis for current operations. 
Plans for future operations should be 
based upon the current fallout analysis, 
modified according to the forecast from a 
log-log' plot. 



A PRACTICAL EXAMPLE 

8.49 The following exercise presents a 
hypothetical situation in which we will 
predict future exposure rates from a series 
of radiological reports. (The curve which 
will be used does not necessarily represent 
a fallout decay curve which might be ex- 
pected in an actual situation.) 



8.50 We 


are given 


certain data 


as fol- 


lows: 
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1. First, we plot the data as indicated by 
the arrowd in Figure 8.50a. 

2. Next, we draw a smooth curve 
through the plotted points as shown 
in Figure 8.50b. 

3. Now% in order to forecast the expo- 
sure rate at H + 80 and H + 90, we 
extend the curve to 90 hours as a 
dotted line. This is shown in Figure 
8.50c. 

4. Assume that we now receive addi- 
tional monitored data as follows: 

Titncajler Exposure rate Timenjler Exjjotture rate 

burHtdiuum} (RlhrJ burst (haurs) (Rlhr) 

70 155 100 103 

80 131 110 91 

90 115 120 83 

5. We plot the additional data. 

6. Then we draw a smooth curve 
through these additional points as 
shown in Figure 8.50d, Notice the 
comparison between the forecast ex- 
posure rates and the actual up-dated 
plot. 

8.51 The fallout decay exponent n may 
be computed directly from the plotted ex- 
posure rate curve since n is numerically 
equal to the slope of the curve. Further, n 
is constant only when the plotted line is 
straight. We can determine n from the 
graph by ' dividing the measured distance 
AY in inches by the measured distance AX 
in inches as indicated in Figure 8,50e. 

8.52 Looking at Figure 8.50e, let's de- 
termine n at H + 110. We see that AY and 
AX are the vertical and horizontal dis- 
tances, respectively, covered by the curve 
in the area of our interest, we measure 
these distances in inches, divide AY by AX, 
and find that n at H + 110 is equal to 1.1. 

8.53 Now, if practical, n can be used to 
forecast exposure rates as indicated in the 
following example. (A table of logarithms 
and a brief explanation of their use is 
included as Figures 8.53a and 8.53b.) 

8.54 Before working out our example, 
go back and reread paragraph 8.38. You 
will find it helpful in solving the example. 

8.55 Now for the sample problem in 
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exposure rate forecasting using a com- 
puted value of n. The exposure rate at 

Rx = 108 R/hr 
T, = 4 days 

Ry=? 

T,. = 8 days 
n = 1.1 

Answer: 

EXPOSURE CALCULATION FROM AN 
EXPOSURE RATE HISTORY CURVE 

8.56 DCPA recommended radiological 
defense reporting procedures provide for 
accumulated exposure reports each day 
from fallout monitoring stations for the 
first six days following an attack. These 
reports will be based on dosimeter n^eas- 
urements, which are the simplest means of 
determining exposures. Dosimeters inte- 
grate the exposure over a period of time 
and account directly for the decrease in 
exposure rates duo to decay. 

8.57 However, there may be instances 
when the RADEF Officer must estimate 
exposure from a series of exposure rate 
measurements. The following paragraphs 
will provide a quick and easy method of 
estimating such exposures. 

8.58 It is relatively simple to forecast 
exposure rates and, consequently, total ex- 
posure of individuals when the fallout 
decay exponent remains constant over 
long periods of time. These estimates, how- 
ever, are normally made only after fallout 
is complete. 

8.59 If we are concerned with estimat- 
ing the total exposure for the periods (1) of 
fallout deposition, (2) when the value of 
the fallout decay exponent is changing 
rapidly, or (3) when fallout from several 
detonations contributes to the exposure 
rate, calculation of these estimates be- 
comes more complex. 

8.60 A satisfactory estimate of total ex- 
posure can be obtained by plotting expo- 
sure rates versus time after detonation 
and determining total exposures from the 
graph. 



H + 4 days is 108 R/hr; if n = 1.1, predict 
the rate at H 4- 8 days. 



8.61 First, divide the exposure period 
into small increments. When the slope of 
the curve is changing rapidly, the incre- 
ments should be small. When the slope is 
relatively straight over the exposure pe- 
riod, the increments may be larger. The 
increments need not be equal in size. 

'8.^2 As a general rule, an increment 
should not exceed one-half of the time 
from detonation to the beginning of the 
increment. For example, if the increments 
begins at H 4- 10, it should not be larger 
than 5 hours. However, if the slope of the 
curve changes appreciably during this 
time, it may be necessary to use even 
smaller increments. During the initial pe- 
riods of fallout deposition, the increments 
should be no larger than 1 hour. 

8.63 Now look at Figure 8.63 to see how 
a sample exposure period is broken into 
incremenLi). 

8.64 Next, we determine the average 
exposure rate within each increment and 
multiply this by the elapsed time. This will 
give us the exposure for each increment 
and the sum of these exposures will give 
us the total exposure for the period. The 
calculations involved are presented below. 



Avcm(/r rate x 

hu'tnuent crnoHun' rule cliipHcd Ihnc = v.i'pom<re 

A (100 + 80)^2 = 90 90x2 = 180 

B (80 + 50)^2 = 65 65x3 = 195 

C (50 + 30) + 2=40 40x5 = 200 

Total 575 R 



(108) (4) = (R,) isy-' 
log 108 4- 1.1 log 4 = log R, + 1.1 log- 8 
(2.0334) 4- 1.1 (.6021) = log R, + 1.1 (.9031) 
log R,. = 2.0334 4- 0.6623 - 0.9934 = 1.7023 
Ry = 50 R/hr. 
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CHAFER 9 



RADIOLOGICAL MONITORING 

Consider, for just a moment, what kind 
of radiological defense could we build if we 
did not have radiological monitoring? It 
wouldn't be worth much, would it? Radiol- 
ogical defense is built on facts and radiol- 
ogical monitoring provideis those facts for 
RADEF decisions and actions. Once a 
nuclear attack is past, this becomes even 
more true with each passing hour for just 
as. long a time as radiation remains a 
danger. So if there is a technique in this 
business of radiological monitoring (and 
there is, very definitely), let's take a look 
at it to find out: 

HOW to monitor 

WHEN to monitor 

WHAT to monitor 

WHO to monitor 

WHERE to monitor 

(. . . as to WHY to monitor, we have 
learned alhthe reasons for that one quite a 
few pages back!) 

INTRODUCTION 

9.1 The data supplied by radiological 
monitors is the key to RADEF decisions 
on what to do and hoio to do it. And in time 
of emergency these decisions may be the 
key to living or dying. Let's take a closer 
look at this vital activity, 

WHAT IS RADIOLOGICAL MONITORING? 

9.2 Radiological monitoring is defined 
as the detection and measurement of ra- 
diation emitted by fallout. With the infor- 
mation gained through monitoring we can: 
(1) determine extent and location of fal- 
lout; (2) validate predictions about fallout; 
and (3) decide on a course of action. 



TECHNIQUES AND OPERATIONS 

MONITORING TECHNIQUES ^ 

9.3 The following paragraphs describe 
the detailed techniques and procedures for 
conducting each type of radiological moni- 
toring activity. Fallout station monitors 
are responsible for performing all of the 
monitoring techniques outlined in this sec- 
tion. Shelter monitors are responsible for 
performing all of the techniques, except 
for unsheltered exposure rate measure- 
ments and unsheltered exposure measure- 
ments. 

SHELTER AREA MONITORING 

9.4 Exposure rates should be measured 
inside of a shelter or a fallout monitoring 
station to determine the best shielded por- 
tions of the shelter and its immediate ad- 
joining areas. ProcedurJS^'. for this monitor- 
ing are as follows: 

1. Use the CD ¥--715. 

2. Check the operability of the instru- 
ment. 

3. Hold the instrument at belt height (3 
feet above the ground). 

4. take readings at selected locations 
throughout the shelter and adjoining 
areas and record these on a sketch of 
the area. 

UNSHELT£RED EXPOSURE RATE 
MEASUREMENTS 

9.5 Fallout monitoring stations report 
unsheltered exposure rate readings. Pro- 
cedures for observing unsheltered expo- 
sure rates are as follows: 

1. Use the CD V-715. 



' Paragrikphs 9.3 throuKh 9.30 are based upon the HANDBOOK FOR 
RADIOLOGICAL MONITORS, FG-E-5.9. 
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2. Check the operability of the instru- 
ment. 

3. Take an exposure rate reading at a 
specific location in the fallout moni- 
toring station. This should be done as 
soon as the exposure rate reaches or 
exceeds 0.05 R/hi\ 

4. Go outside immediately to a pre- 
planned location in a clear, flat area 
(preferably unpaved), at least 25 feet 
away from buildings, and take an out- 
side reading. The outside reading 
shouldbe taken within three minutes 
of theireading in step 3 above, 

5. Calculate, the outside/inside ratio of 
the fallout monitoring station by di- 
viding the outside exposure rate by 

^ the inside exposure rate. The protec- 
tion may vary from location to loca- 
tion within the station. The outside/ 
inside ratio referred to here is appro- 
priate only for the location where the 
inside exposure rate measurement is 
observed. 

6. Multiply future inside exposure rate 
readings by the outside/inside ratio at 
the selected location to obtain the 
outside exposure rate. For example: 
If the inside reading is 0.5 R/hr and 
the outside reading is 80 R/hr, the 
ratio can be found by dividing the 
outside reading by the inside reading. 
Thus, 80 -^ 0.5 = an outside/inside ra- 
tio of 160, If a later inside reading at 
the same location in the fallout moni- 
toring station is 4 R/hr, thus outside 
exposure rate can be calculated by 
multiplying the ratio by the inside 
reading. Thus, 160 x 4 = 640 R/hr. 

7. Recalculate the outside/inside ratio at 
least once every 24 hours during the 
first few days postattack, unless the 
outside exposure rate is estimated to 
be above 100 R/hr. This is necessary 
because the energy of gamma radia- 
tion is changing, thus changing the 
outside/inside ratio of the fallout 
monitoring station. 

8. Record and report the exposure rate 
measurement in accordance with the 
particular RADEF organization 



standard operating procedure. NOTE: 
It is anticipated that radiation re- 
ports from the county level of govern- 
ment upwards would be limited to: 

a. A flash report immediately upon 
measurement of .5 R/hr and in- 
creasing. 

b. A severe radiation report when the 
radiation level reaches 50 R/hr and 
increasing. 

c. The highest or radiation peak level 
if above 50 R/hr. 

d. The time when the decaying expo- 
sure rate passes downward and be- 
low 50 R/hr. 

e. The time when the radiation level 
decays to .5 R/hr. 

9, Take all exposure rate measurements 
outside after the unsheltered expo- 
sure rate has decreased to 25 R/hr. 

9.6 The CD V-717 remote reading in- 
strument may be used for taking outside 
exposure rate measurements. The CD V- 
717 is used as described below: 

1. Position the instrument at a selected 
location within the fallout monitoring 
station. 

2. Place the removable ionization cham- 
ber 3 feet above the ground in a rea- 
sonably flat area and at least 20 feet 
from the fallout station. Preferably 
this should be done prior to fallout 
arrival. It is desirable to cover the 
ionization chamber with a light plas- 
tic bag or other lightweight material. 

3. Observe outside exposure rates di- 
rectly. 

4. Record and report exposure rates in 
accordance with the particular 
RADEF organization standard opera- 
ting procedure. 

UNSHELTERED EXPOSURE 
MEASUREMENTS 

9.7 Fallout monitoring stations report 
unsheltered exposure readings. Proce- 
dures for taking these readings are listed 
below: 

1, Zero a CD V-742. 

2. Measure the unsheltered exposure 



rate in accordance with paragraph 
9.5. 

3, Select an inside location where the 
exposure rate is approximately one- 
tenth to one-twentieth of the unshel- 
tered expojsure rate and position the 
CD V-742 at this location. 

4, Determine the outside/inside ratio for 
this location in accordance with the 
procedure explained previously, 

5. Read the CD V-~742 daily. If the daily 
exposure at this location could exceed 
200 R, estimate the time required for 
a 150 R exposure on the CD V-742. 
Record this reading, rezero the do- 
simeter, and reposition it. To deter- 
mine the daily. unsheltered exposure, 
multiply the daily exposure at this 
location by the outside/inside ratio. 

6. Record the readings and rezero the 
instrument. 



PERSONNEL EXPOSURE MEASUREMENTS 

9.8 The monitor must determine the 
daily exposure of all shelterees or fallout 
monitoring station occupants. Procedures 
for determining daily exposures are as 
follows: 

1. Zero all available CD V~-742's. 

2. Position the dosimeters so that repre- 
sentative shelter exposures will be 
measured by the instruments. The 
monitor must exercise judgment in 

^ positioning these instruments. The 
outside/inside ratio may vary consid- 
erably at different locations within 
the shelter. The instruments should 
be placed within the areas of greatest 
occupancy, which may change with 
time. During the early high radiation 

^ period, occupancy will be concen- 
trated in the high protection areas of 
the shelter. Later, the occupancy of 
the shelter can be expanded. If repre- 
sentative readings are to be obtained, 
the dosimeters must follow the loca- 
tion shifts of the occupants. 

3. If several dosimeters are positioned 
in one compartment, read the dosime- 
ters each day and average the total 
exposures. Recharge dosimeters 
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Figure 9.8. — Radiation exposure record. 

which read more than half scale. If 
some shelters are divided into com- 
partments or room.s that may have 
different outside/inside ratios, the ex* 
posure should be measured or calcu- 
lated for each compartment, 
4. Instruct the shelter occupants to re- 
cord their individual exposures on 
their radiation exposure record (Fig- 
ure 9.8), as approved by the shelter 
manager. Exposure entries should be 
made to the nearest roentgen. Con- 
tinue to read the dosimeters each 
day. Record the accumulated expo- 
sure, if measurable. 

9.9 If monitors or other persons are 
required to go outside, these additional 
exposures should be measured and re- 
corded. 

PERSONNEL MONITORING 

9.10 The present DCPA concept is that 
any amount of contamination remaining 
on clothing after brushing and shaking as 
a countermeasure would be insignificant 
as a health hazard. 

FOOD AND WATER MONITORING 

9.11 Food and water monitoring crite- 
ria and techniques are being reevaluated, 
and are subject to change. During an early 
fallout condition, the radiation level is 
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likely to be above the range of the CD V~ 
700 and, in effect, render it unsuitable for 
determining whether food and water sup- 
plies are acceptable for human consump- 
tion. 

9.12 Since radiation passing through 
food does not contaminate it, the only dan- 
ger would be the actual swallowing of fal- 
lout particles that happen to be on or in 
the food itself (or on the can or package 
containing the food). Fallout particles 
should be wiped or washed off. Reaping 
threshing, canning and other processing 
would prevent dangerous quantities of fal- 
lout from getting into most processed 
foods. It is believed that ordinary precau- 
tions, normally. taken in preparing foods to 
eat, would keep radiological contamination 
within acceptable limitations, 

9.13 Water systems, might be affected 
by radioactive fallout, but* the risk would 
be small. Water stored in covered con- 
tainers, or in covered wells would not be 
contaminated after an attack. Even in un- 
covered containers, indoors, such as buck- 
ets or bathtubs filled with emergency sup- 
plies of water, it is highly unlikely that the 
water would be contaminated by fallout 
particles. Practically all of the fallout par- 
ticles that drop into open reservoirs, lakes, 
and streams would settle to the bottom. 

9.14 Do not discard food and water 
known, or suspected to be contaminated. 
It should be placed in storage and used 
when other less contaminated food is not 
longer available. If only contaminated 
food or water is available use supplies with 
the smallest amount of contamination 
first. 

AREA (MOBILE) MONITORING 

. 9.15 Area monitoring is used to locate 
zones of contamination and determine the 
exposure rates within these zones. THe 
monitor should be informed by his Radiol- 
ogical Defense Officer concerning routes 
to be followed, locations where readings 
are needed, the mission exposure, and the 
estimated time needed to accomplish the 
mission. 

9.16 First, plan to keep personnel expo- 
sures as low as possible: 
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1. Know the specific accomplishment, 
extent, and importance of each moni- 
toring mission. 

2. Know the allowable exposure for each 
mission and the expected exposure 
rates to be encountered, 

3. Make allowances for the exposure to 
be received traveling to and from the 
monitoring area. Obtain information 
about the condition of roads, bridges, 
etc, that might interfere with the 
mission and lengthen exposure time, 

9.17 Next, consider the clothing which 
will be needed for the mission, 

1. Tie pants cuffs over boots or leggings. 

2. When dusty conditions prevail, wear 
a protective mask, gloves, head cover- 
ing, and sufficient, clothing to cover 
skin areas. If no masks are available, 
cover the nose and mouth with a 
handkerchief. 

9.18 Very important, of course, is the 
equipment needed for the mission, 

1. Use the CD V-715. If the exposure 
rates are expected to be below 50 mR/ 
hr_ also carry the CD V-700, 

2. Wear a CD V-742. 

3. Carry contamination signs, if areas 
are to be marked. This may also re- 
quire stakes, heavy cord, hammer and 
nails for posting the signs. 

4. Carry a pencil, paper, and a map with 
monitoring points marked. 

3.19 The procedures for area monitor- 
ing are as follows: 

1, Zero the dosimeter before leaving 
the shelter and place it in a pocket to 
protect it from possible contamina- 
tion, 

2. Check the operability of the CD 
715 and CD V-700, if it is to be used. 

3, Use vehicles such as autos, trucks, 
bicycles, o^- motorcycles when dis- 
tances are too great to cover quickly 
on foot. Keep auto and truck cab win- 
dows and vents closed when traveling 
under extremely dusty conditions. 
The use of a bicycle or motorcycle 
may be more practical if roadways 
are blocked. 

4. Take readings at about three feet 
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(belt high) above the ground. If read-' 
ings are taken from a moving vehi- 
cle, the instniment shouid be posi- 
tioned on the seat beside the driver. 
If readings are to be taken outside a 
vehicle, the monitor should move 
several feet away from the vehicle to 
take the reading. 

5. Record the exposure rate, the time 
and location for each reading. If 
readings are taken within a vehicle, 
this should be noted in the report. 

6. Post markers, if required by the mis- 
sion. The marker should face away 
from the restricted area. Write the 
date, time, and exposure rate on the 
back of the marker. 

7. Read the pocket dosimeter at fre- 
quent intervals to determine when 
return to shelter should begin. Al- 
lowances should be made for the ex- 
posure to be received during return 
to the shelter. 

8. Remove outer clothing on return to 
the shelter and visually check all 
personnel for contamination. 

9. Decontaminate, if required. 

10. Report results of the survey. 

11. Record radiation exposure (see Fig- 
ure 9.8). 

EXPOSURE RATE READINGS FROM 
DOSIMETERS 

9.20 Survey instruments should always 
be used to measure exposure rates. How- 
ever, if no operable survey instruments 
are available, dosimeters can be used to 
calculate exposure rates by following the 
steps listed below. 

1. Zero a CD V-742. 

2. Place the zeroed dosimeter at a se- 
lected location. 

3. Expose the dosimeter for a measured 
interval of time, but do not remain in 
the radiation field while the dosime- 
ter is being exposed. This interval 
should be sufficient to allow the do- 
simeter to read at least 10 R. It may 
take one or two trials before the 
proper intefval can be selected. 

4. Read the dosimeter. 
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5. Divide sixty minutes by the number 
of minutes the dosimeter was ex- 
posed. Multiply this number by the 
measured exposure. Example: If the 
exposure is 10 R for a measured inter- 
val of five minutes, the rate can be 
calculated as follows: 

(60 -r 5) X 10 = 12 X 10 = 120 R/hr.. 

MONITORING OPERATIONS 

9.21 ^Radiological monitors, whether as- 
signed to community shelters or fallout 
monitoring stations, perform essentially 
similar operations. Any departures from 
the operations described here will be the 
result of decisions by State and local orga- 
nizations and must be reflected in their 
standard operating procedures. If local or 
State standard operating procedures are 
not in existence, monitors should follow 
the procedures outlined in the following- 
paragraphs. 

READINESS OPERATIONS 

9.22 During peacetime, all assigned 
monitors should: 

1. Participate in refresher training ex- 
ercises and tests as scheduled to 
maintain an organized monitoring ca- 
pability. 

2. Prepare- a sketch of the monitoring 
station or shelter and adjoining areas 
for use during shelter occupancy. 

3. Plan a location in the shelter in coor- 
dination with the shelter manager to 
serve as the center of monitoring op- 
erations. 

4. Make all operational sets available 
once every two years to the State 
maintenance shop for recalibration, 
repairs if necessary, and new batter- 
ies. 

SHELTER OPERATIONS 

9.23 Upon attack or warning of attack, 
a shelter monitor reports to the shelter 
manager in his assigned shelter and per- 
forms the following CHECK LIST of oper- 
ations in order: 

1. Perform an operational check on all 
survey meters. 
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2, Charge dosimeters, 

3, Position dosimeters at predesig- 
nated locations in the shelter. 

4, Report to the shelter manager on 
the conditions of the instruments 
and the positioning of dosimeters. 

5, Check to see the doors, windows, or 
other openings are closed during fal- 
lout deposition. 

6, Begin outside monitoring to deter- 
mine the time of fallout arrival. Ad- 
vise the shelter manager when the 
rate begins to increase, 

7, Insure that all persons who have 
performed outside missions in con- 
taminated areas, follow the protec- 
tive actions indicated. 

8, Food and water stored in the shelter 
should be acceptable for consump- 

' tion. Leave contaminated items out- 
side the shelter or place them in 
isolated storage near the shelter. 

9, Take readings at selected locations 
throughout the shelter and record 
the exposure rates on prepared 
sketches of the area. Particular at- 
tention should be given to monitor- 
ing any occupied areas close to fil- 
ters in the ventilating system. Show 
the time of readings on all sketches. 

10. Furnish all sketches to the shelter 
manager and recommend one of the 
following courses of action: 

a. If exposure rates are not uniform, 
occupy the areas with lowest ex- 
posure rates. 

b. If space prohibits locating all 
shelterees in the better protected 
areas, rotate personnel to distrib- 
ute exposure evenly. Do not ro- 
tate personnel unless there is a 
significant difference in the expo- 
sure between the best and the 
least protected shelter occupants. 

11. Repeat the above procedure at least 
once daily. If there is a rapid change 
in the exposure rate, repeat at least 
once every six hours. 

12. Inform the shelter manager to no- 
tify the appropriate emergency oper- 
ating center and request guidance if: 



a. The inside exposure rate reaches 
or exceeds 10 R/hr at any time 
during the shelter period, 

b. The calculated exposure will ex- 
ceed 75 R within any two days pe- 
riod of shelter, 

13, Issue each shelter occupant a Radia- 
tion Exposure Record, As approved 
by the shelter manager, advise each 
person once daily of their exposure 
during the previous 24 hours. Follow 
procedures in paragraph 9.8 to calcu- 
late exposure of shelter occupants, 
9.24 During the latter part of the shel- 
ter period, when there is a less frequent 
need for in-shelter monitoring, some of the 
shelter monitors may be required to pro- 
vide monitoring services in support of 
other emergency operations. A monitoring 
capability should always be retained in 
the shelter until the end of the shelter 
period. 

9.25 At the conclusion of the shelter 
period, all shelter monitors, except those 
regularly assigned to emergency services, 
may expect reassignment, 

FALLOUT MONITORING STATION 
OPERATIONS 

9.26 For his own protection and the 
protection, of all members of a fallout mon- 
itoring station, the monitor should per- 
form the same shelter operations as de- 
scribed in paragraph 9.23. In addition, the 
fallout station monitor will measure, re- 
cord, and report unsheltered exposure and 
exposure rates to the appropriate EOC, 
Unless otherwise specified by the local 
standard operating procedure, the monitor 
will:' 

1, Make a FLASH REPORT when the 
outside exposure rate reaches or ex- 
ceeds 0,5 R/hr, 

2. Record and report exposure and expo- 
sure rates in accordance with local 
reporting requirements, 

MONITORING IN SUPPORT OF 
EMERGENCY OPERATIONS 

9.27 As soon as radiation levels de- 
crease sufficiently to permit high priority 
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operations and later, as operational recov- 
ery activities including* decontamination 
of vital areas and structures are begun, all 
fallout station monitors and most commu- 
nity shelter monitors are required to pro- 
vide radiological monitoring support to 
these operations. Radiological Defense Of- 
ficers will direct the systematic monitor- 
ing of areas, routes, equipment and facili- 
ties to determine the extent of contamina- 
tion. This information will help the Civil 
Preparedness organization determine 
when people may leave shelter, what 
areas may be occupied, what routes may 
be used, and what areas and facilities 
must be decontaminated. 

9.28 Many government services person- 
nel, such as fire, police, health, and wel- 
fare personnel, will serve as shelter moni- 
tors or fallout station monitors during the 
shelter period. "However, as operational re- 
covery activities are begun, they will have 
primary responsibility in their own fields. 
With secondary responsibilities in radiol- 
ogical defense. Most services will provide 
for a radiological monitoring capability for 
the protection of their operational crews 
performing emergency activities. The ca- 
pability is provided until the Radiological 
Defense Officer determines that it is not 
required. Services provide this capability 
from their own ranks, to the extent practi- 
cal, supported by shelter monitors and fal- 
lout station monitors, when required. 



9.29 When a service is directed to per- 
form a mission, the emergency operating 
center furnishes the following informa- 
tion: 

1. The time when the service may leave 
shelter to perform its mission. 

2. The allowable exposure for the com- 
plete mission; that is, from time of 
departure until return to shelter. 

3.. The exposure rate to be expected in 
the area of the mission. 



9.30 The monitor supporting emer- 
gency operations will: 

1. Read his instruments frequently dur- 
ing each operation and advise the in- 
dividual in charge of the mission on 
necessary radiological protective 
measures and when the crew must 
leave the area and return to shelter 
to avoid exceeding the planned mis- 
sion exposure. \ 

2. Determine the effectiveness of decon- 
tamination measures, if supporting 
decontaminb " 'on operations. 

3. Monitor equipment on return to shel- 
ter, or base of operations, to deter- 
mine if it is contaminated, and if so, 
direct decontamination of that equip- 
ment. 

4. Advise the crew on personnel decon- 
tamination if necessary. 
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CHAPTER 10 



PROTECTION FROM RADIATION 



Different forms of protection from nu- 
clear radiation are available to us. Some of 
these are all right, some are excellent and 
some are poor. 

We need information on these forms of 
protection and this chapter will give us 
that information. We will see: 

HOW time can provide protection 

HOW distance can provide protec- 
tion 

HOW shielding can provide protec- 
tion 

WHAT makes a shelter 
WHAT else is necessary 



INTRODUCTION 

10.1 As we have seen in previous chap- 
ters, the residual nuclear radiation from 
fallout presents a number of difficult and 
involved problems. This is so not only be- 
cause the radiations are invisible, and re- 
quire special instruments for their detec- 
tion and measurement, but also because of 
the widespread and long lasting character 
of the fallout. In the event of a surface 
burst of a high yield nuclear weapon, the 
area contaminated by the fallout could be 
expected to e.xtend well beyond that in ' 
which casualties result from blast, ther- 
mal radiation, and the initial nuclear ra- 
diation. Further, whereas the other effects 
of a nuclear explosion are over in a few 
seconds, the residual radiation persists for 
a considerable time. 

10.2 In Chapter 6 we learned that ra- 
dioactive material released by a nuclear 
explosion consists of: (1) radioactive parti- 
cles created by the fissioning of the bomb 
material, (2) particles made radioactive by 
neutrons released at the time of explosion. 
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ALfHA.PARTICLES TRAVEL ONLY 
AlOUT AN INCH IN AIR AND 
ARE STOffED lY A SHEET OF 
rAfER OR THE SKIN TISSUE 



•ETA-PARTICLES TRAVEL A FEW FEET IN AIR 
AND ARE STOPPED RY AN INCH OF 
WOOD OR A THIN SHEET OF ALUMINUM 



GAMMA.RAYS TRAVEL HUN- 
DREDO OF. FEET IN 
AIR AND ARe REDUCED 
• Y THICK LEAD OR 
CONCRETE 



Figure 10.2.— Three kinds of nuclear radiation. 

(3) the unfissioned material of the bomb 
itself. The unfissioned material is gener- 
ally alpha emitting, while the fission prod- 
ucts and the neutron-induced radioactive 
isotopes are beta-gamma emitters. See 
Figure 10,2 to refresh your memory about 
the penetrating power of the 3 major kinds 
of radiation. 



PROTECTION FROM 
EXTERNAL RADIATION 

10.3 To protect against external radia- 
tion, (basically gamma rays), there are 
three things you can put between you and 
the fallout causing the radiation: TIME, 
DISTANCE, AND A SHIELD. Protection 
is provided by: (1) controlling the length of 
time of exposure; (2) controlling the dis- 
tance between the body and the source of 
radiation; and (3) placing an absorbing 
material between the body and the source 
of radiation. 

10.4 It is not generally possible to use 
only one factor of protection. The factor of 
time is ahvays involved, that is, time is 
usually used in combination with distance] 
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shielding, or both. For comparison, con- 
sider the problem of protecting the eyes 
from ultraviolet rays when taking a sun- 
bath. Ultraviolet rays may be harmful to 
the eyes. A certain amount can be toler- 
ated, but beyond this point damage may 
be caused. The eyes can be protected in 
three ways. First is to regulate the time 
spent under the sunlamp. Second is to 
regulate the distance maintained between 
the eyes and the sunlampj Third is to 
shield the eyes with sunglasses. The den- 
ser the glas.ses, the more ultraviolet rays 
are filtered out and therefore an individ- 
ual can be clos^^r to the lamp and stay 
there a longer pe lod of time without hurt- 
ing his eyes. In order to understand each 
of the three factors of protection, it is 
necessary to discuss them separately. 

TIME 

10.5 For simplicity, let us disregard the 
decay of the radioactive materials in fal- 
lout and assume that we are in an area 
where the exposure rate remains constant 
at 25 R/hr. In one hour, we would be 
exposed to 25 roentgens of radiation. If we 
stayed 2 hours, we would be exposed to 50 
R. If we stayed 4 hours, our exposure 
would be 100 R, and for an 8 hour stay we 
would receive an exposure of 200 R. Thus, 
time could be used as a protective measure 
by keeping the period of exposure down to 
an absolute minimum. For instance, if 
work must be done in a high radiation 
area, the work should be carefully planned 
to minimize the stay time in the con- 
taminated area. 

10.6 As discussed in Chapter 8, the de- 
cay of radioactive materials will cause the 
radiation levels from fallout to decrease 
with time. In the early periods after deto- 
nation, the decrease in exposure rates is 
very rapid. At later times, the decrease is 
not as rapid because the longer lived fis- 
sion products make the major contribution 
to the exposure rate. Knowledge of the 
general decay pattern of radioactive fal- 
lout suggests an additional way in which 
time is important. All work in contami- 
nated areas should .'be postponed as long 
as practicable after the detonation of nu- 
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clear weapons in order to permit radiation 
levels to decrease. It should be remem- 
bered, however, that it Js possible for ra- 
diation levels to increase after long pe- 
riods of decreasing exposure rates, be- 
cause of the deposition of additional fal- 
lout. 

DISTANCE 

10.7 The effect of distance from a fal- 
lout field is sometimes misunderstood. 
When the distances are large in relation to 
the size of the radioactive source, the ex- 
posure rates decrease by the square of the 
distance from the source. This ^Mnverse 
square law" can be an effective protective 
measure when using the sealed sources 
(sometimes called point sources) in a 
DCPA Training Source Set. However, in a 
fallout field, which consists of billions of 
"point sources" spread over large areas, 
the inverse square law is of no value to a 
RADEF Officer in computing the decrease 
in exposure rates with distance from con- 
taminated areas. 

10.8 The fact that exposure rates do 
decrease with distance from a fallout field 
will be very important to us, however, 
when we discuss the protective features of 
large buildings later in this chapter. Dis- 
tance is also iniportant to the RADEF 
Officer when he considers^ the use of decon- 
tamination as a radiological countermeas- 
ure. An area called a buffer zone is us- 
ually decontaminated around a vital facil- 
ity to increase the distance of the fallout 
field from the facility. The function of the 
buffer zone is to reduce the gamma expo- 
sure rate which originates in the sur- 
rounding unreclaimed area. 

SHIELDING 

10.9 You will recall that the damaging 
effects of gamma rays comes from the fact 
that the rays strike electrons in the body 
and knock them out of their orbit, and if 
this happens to sufficient electrons in the 
body, radiation injury occurs. If we wish to 
stop a high proportion of the rays before 
they get to us, we can place between our- 
selves and the source of the radiation a 
material which has a lot of electrons in its 
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makeup. The more electrons there are in 
the makeup of the material the more ra- 
diation will be stopped. 

10.10 Figure 10.10 shows lead and 
water in a rough comparison of their 
atomic makeup. Since lead has a lot more 
electrons in the orbits of each atom than 
does water, lead makes a better s'hield 
than water. 

10.11 Figure 10.11 shows the relative 
efficiency of various shielding materials. 
These materials are efficient in about the 
proportions shown on the chart in stop- 
ping the same amount of gamma. Various 
shielding materials are used in various 
applications, depending upon the purpose 
to be served. Lead, for instance, is quite 
compact and is most suitable where space 
requirements are a factor. On the other 
hand, water is used where it is necessary 
to see through the shielding material and 
to work through it with a long-handled 
tool to perform necessary operations, such 
as, in processes in atomic plants where 
sawing or cutting the radioactive mate- 
rials is necessary. 

10.12 When considering fallout shel- 
ters, protection is generally achieved in 
two ways. One method is to place a barrier 
between the fallout field and the individ- 
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Figure lO.ri. — Relative efficiency of various 
shieUlinjc materials. 
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WATER 

Figure 10-10.— Comparison between lead atom and 
water molecule. 



ual. This is termed **barrier shielding.*' 
The second method is to increase the dis- 
tance of the individual from the fallout 
field contributing to the individual's expo- 
sure. This is termed "geometry shielding.*' 

10.13 In most analyses it is necessary 
to consider the effects of both barrier and 
geometry shielding. This is termed "com- 
bined shielding." 

10.14 The heavier the barrier between 
fallout and the individual,, the greater the 
barrier shielding effect. Examples of bar- 
riers in structures are walls, floors, and 
ceilings. 

10.15 Geometry shielding is determined^ 
by the extent of the fallout field affecting 
an individual, and/or his distance from it. 
Consider an example of geometry shield- 
ing. 

10.16 If two buildings are of the same 
height and similar construction, but of 
different area, the protection from ground 
contamination would be greater on the 
first floor in the building with the larger 
area. On the other hand, if two buildings 
are of equal area and similar construction, 
but differ in height, protection from 
ground contamination would be greater on 
the upper floor of the higher building. 

THE SHELTER PROTECTION FACTOR 

10.17 The effects of geometry shielding 
and barrier shielding are combined into a 
term very useful for considering the effec- 
tiveness of various types of shelters. This 
combined term is THE PROTECTION 



FACTOR. One definition is: a calculation 
of the relative reduction in the amount of 
radiation that would be received by a per- 
son in a protected location, compared to ■ 
the amount he would receive if he were 
unprotected in the same location. (See 
Glossary for the difference between out- 
side/inside ratio and protection factor.) 

10.18 If a shelter has a protection fac- 
tor of 100, an unprotected person at the 
same location would be exposed to 100 
times more radiation than someone inside 
the shelter. 

10.19 Where conditions are favorable, 
added protection can be had for little extra 
cost. While licensed public shelters have a 
minimum of PF 40, a higher degree of 
pi'Otection up to say 1,000 is advantageous. 
This will frequently be possible in building 
protection into new structures. 

10.20 There are two ways to go about 
setting up adequate shelters: COMMU- 
NITY ACTION and FAMILY ACTION. It 
should be stressed that they are not mu- 
tually exclusive. In fact, they supplement 
each other in a very necessary way. Most 
people spend the lat'-gest part of their time 
at or near their homes and there are 
strong sociological advantages to keeping 
family groups together in a time of crisis 
and hardship. However, for many people it 
is not practical to construct home shelters. 
And, even if one possesses the finest shel- 
ter in the world, it will do no good if he is 
caught away from home at a time of dan- 
gerous fallout. 

PUBLIC SHELTERS 

10.21 Further, experience in Europe in 
World War II and other human experi- 
ences under disaster conditions have 
pointed to distinct advantages of the pub- 
lic shelter when compared with the family 
shelter. There are several reasons why 
group shelters are preferable in many cir- 
cumstances: 

1. A larger than family-size group prob- 
ably would be better prepared to face 
a nuclear attack than a single family, 
particularly If some members should 
be away from home at the time of 
attack. 




Figure 10.22.— Group sheltering in a large b Liikii 

2. There would be more opportunity to 
find first aid and other emergency 
skills in a group, and the risk of radia- 
tion exposure after an attack could be 
more widely shared. 

3. Community shelters would provide 
shelter for persons away from their 
homes at the time of an attack. 

4. Group shelters could serve as a focus 
for integrated community recovery 
activities in a postattack period. 

5. Group shelters could serve other com- 
munity purposes, as well as offer pro- 
tection from fallout following an at- 
tack. 

10.22 These are the reasons why the 
Federal Government has been involved 
with a number of activities — involving- 
guidance, technical assistance, and 
money — to encourage the development of 
public shelters. The overall program, 
which got underway with the National 



145 



ERIC 



118 



Shelter Survey, aims at securing shelters 
in existing and new structui-es, marking 
them, and making them available to the 
public in an emergency. Where there are 
not enough public shelters to accommo- 
date all citizens, efforts are being made to 
provide more. In some cases, such as in 
large cities, it may not be possible to build 
individual family fallout shelters. Group 
shelters such as illustrated in Figure 10,22 
may be required to provide adequate pro- 
tection in such situations, 

FAMILY SHELTERS 

*A Home Shelter May Save Y^our Life 

10.23 Even though public fallout shel- 
ters usually offer many advantages over 
home shelters, in many places — especially 
suburban and rural areas — there are few 
public shelters. If there is none near you, a 
home fallout shelter may save your life. 

10.24 The basements of some homes 
are usable as family fallout shelters as 
they now stand, without any alterations or 
changes — especially if the house has two 
or more stories, and its basement is below 
ground level. 

10.25 However, most home basements 
would need some improvements in order to 




P'lGUriE 10,2.1.>-Home bascMiient. 

•J'nraKi'aplis !().2:{ through lO..")? are from llie \)C\*A pubiicaluiu "In 
Time of EinfrKi«ni\v," ll-l !, Mart-h liKiH. 
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shield their occupants adequately from 
the radiation given off by Fallout particles. 
Usually, householders can make these im- 
provements themselves, with moderate ef- 
fort and at low cost. Millions of homes 
have been surveyed for the Defense Civil 
Preparedness Agency (DCPA) h\/ the U. S. 
Census Bureau, and these householders 
have received infori\j'iation on how much 
fallout protection their basements would 
provide, and how to improve this' protec- 
tion. 

Shielding Material Is Required 

10.26 In setting up any home fallout 
shelter, the basic aim is to place enough 
"shielding material" between the people in 
the shelter and the fallout particles out- 
side. 

10.27 Shielding material is any sub- 
stance'that would absorb and deflect the 
invisible rays given off by fallout particles 
outside the house, and thus reduce the 
amount of radiation reaching the occu- 
pants of the shelter; The thicker or denser 
the shielding material is, the more it 
would protect the shelter occupants. 

10.28 Some radiation protection is pro- 
vided by the existing, standard walls and 
ceiling of a basement. But if they are not 
thick or dense enough, other shielding ma- 
terial will have to be added. 

10.29 Concrete, bricks, earth and sand 
are some of the materials that are dense 
or heavy enough to provide fallout protec- 
tion. For comparative purposes, 4 inches of 
concrete would provide the same shielding 
density as: 

— 5 to 6 inches of bricks. 

— 6 inches of sand or gravel. 

(May be packed into bags, cartons, 
boxes, or other containers for easier 
handling,) 

— 7 inches of earth. 

— 8 inches of hollow concrete blocks (6 

inches if filled with sand). 
— 10 inches of water. 
— 14 inches of books or magazines. 
— 18 inches of wood. 
How to Prepare a Homo Shelter 

10.30 If there is no public fallout shel- 
ter near your home, or if you would prefer 
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to use a family-type shelter in a time of 
attack, you should prepaie a home fallout 
shelter. Here is how to do it: 

10.31 A PERMANENT BASEMENT 
SHELTER. If your home basement — or 
one corner of it — is below ground level, 
your best and easiest action would be to 
prepare a permanent-type family shelter 
there. The required shielding material 
would cost perhaps $10a-$200, and if you 
have basic carpentry or masonry skills you 
probably could do the work yourself in a 
short time. 

10.32 Here are three niethods of provid- 
ing a permanent family shelter in the 
**best^^ corner of your home basement — 
that is, the corner which is most below 
ground level. 

Ceiling Modification Plan A 

10.33 If nearly all your basement is 
below ground level, you can use this plan 
to build a fallout shelter area in one cor- 
ner of it, Without changing the appearance 



of it or interfering with its normal peace- 
time use. ^ 

10.34 However, if 12 inches or more of 
the basement wall is above ground level, 
this plan should not be used unless you 
add the ''optional walls^^ shown in the 
sketch. 

10.35 Overhead protection is obtained 
by screwing plywood sheets securely to 
the Joists, and then filling the spoces be- 
tween the joists, with bricks or concrete 
blocks. An extra beam and a screwjack 
column may be needed to support the ex- 
tra weight. 

10.36 Building this shelter requires 
some basic woodworking skills and about 
$150-$200 for materials. It can be set up 
while the house is being built, or after- 
ward. 

Alternate Ceiling Modification Plan B 

10.37 This is similar to Plan A except 
that new extra joists are fitted into part of 
the basement ceiling to support the added 




bricks or blocks 



exjsting joists 




optional walls 



screwjack column 
Figure 10.33.— Ceiling modification plan A. 



NEW 
JOISTS 




half basement 
ceiling length 



Figure 10.37.— -Alte-nate ceiling modification Plan B. 



weight of the sh'ieWing (inrrtead of using a 
beam and a sci^evvjack column). 

10-38 The new wooden joists are cut to 
length and notched at the ends, then in- 
stalled between the existing joists. 



10.39 After plywood panels are sci-ewed 
securely to the joists, bricks or concrete 
blocks are then packed tightly into the 
spaces between the joists. The bricks or 
blocks, as well as the joists themselves, 



ERIC 



will reduce the amount of fallout radiation 
penetrating- downward into the basement. 

10.40 Approximately one-quarter of the 
total basement ceiling should be rein- 
forced with extra joists and shielding ma> 
terial. 

10.41 Important: This plan (like Plan 
A) should not be used if 12 inches or more 
of your basement wall is above ground 
level, unless you add the ^'optional walls'' 
inside your basement that are shown in 
the Plan A sketch. 

PermrniPHt Concrete Block or Brick Sliel- 
ter Plan C 

10.42 This shelter will provide excellent 
protection, and can be constructed easily 



at a cost of $150 in most parts of the 
country. 

10.43 Made of concrete blocks or bricks, 
the shelter should be located in the corner 
of your basement that is most below 
ground level. It can be built low, to serve 
as a **sitdown" shelter; or by making it 
higher you can have a shelter in which 
people can stand erect. 

10.44 The shelter ceiling, however, 
should not be higher than the outside 
ground level of the basement corner where 
the shelter is located. 

10.45 The higher your basement is 
above ground level, the thicker you should 
make the walls and roof of this shelter. 




Place emranceway on 
side or end not facing 
exposed basement wall 




Increase thickness of shelter wall 
facing exposed basement wall by 
four inches 



Fig L' RE 10.42. — Permanent concrete block or brick shelter phm C. 
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Figure 10.49.~Prpplanned snack bar shelter plan D. 



since your regular baseinent walls will 
provide only limited shielding against out- 
side radiation. 

10.46 Natural ventilation is provided 
by the shelter entrance, and by the air 
vents shown in the shelter wall. 

10.47 This shelter can be used as a 
storage room or for other useful purposes 
in non-emergency periods. 

A Preplanned Basement Shelter 

10.48 If your home has a basement but 
you do not wish to set up a permanent- 
type basement shelter-, the next best thing 



would be to arrange to assemble a *^pre- 
planned" home shelter. This simply means 
gathering together, in advance, the shield- 
ing material you would need to make your 
basement (or one part of it) resistant to 
fallout radiation. This material could be 
stored in or around your home, ready for 
use whenever you decided to set up your 
baseinent shelter. Here are two kinds of 
preplanned basement shelters. 

Preplanned Snack Bar Shelter Plan D 
10.49 This is a snack bar built of bricks 
or concrete blocks, se£ in mortar, in the 
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.—Preplanned tilt-up storage unit plan E 
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"best*' corner of your basement (the cor- 
ner that is most below gi'ound level). It 
can be converted quickly into a fallout 
shelter by lowering a strong, hinged "false 
ceiling" so that it rests on the snack bar. 

10.50 When the false ceiling is lowered 
into place in a time of emergency, the 
hollow sections of it can be filled with 
bricks or concrete blocks. These can be 
stored conveniently nearby, or can be used 
as room dividers or recreatipn rooni furni- 
ture (see bench in Figure 10,49). 

Preplanned Tilt-Up Storage Unit Plan E v 

10.51 A tilt-up storage unit in the best 
corner of your basement is another 
method of setting up a "preplanned" fam- 
ily fallout shelter. 

10.52 The top of the storage unit should 
be hinged to the wall. In peacetime, the 
unit can be used as a bookcase, pantry, or 
storage facility. 

10.53 In a time of emergency, the stor- 
age unit can be tilted so that the bottom of 
it rests on a wall of bricks or concrete 
blocks that you have stored nearby. 

10.54 Other bricks or blocks should 
then be placed in the storage unit's com- 
partments, to provide an overhead shield 
against fallout radiation. 




Figure 10.56. — Covering basement windows 



10.55 The fallout protection offered by 
your home basement also can be increased 
by adding shielding material to the out- 
side, exposed portion of your basement 
walls, and by covering your basement win- 
dows with shielding material, 

10.56 You can cover the aboveground 
portion of the basement walls with earth, 
sand, bricks, concrete blocks, stones from 
your patio, or other material. 

10.57 You also can use any of these 
substances to block basement windows 
and thus prevent outside fallout radiation 
from entering your basement in that man- 
ner, 

INDIVIDUAL PROTECTIVE MEASURES 

10.58 If the presence of fallout is sus- 
pected before an individual can reach shel- 
ter, the following actions will help mini- 
mize its effects, 

1, Cover the head with a hat, or a piece 
of cloth or newspaper. 

2, Keep all outer clothing buttoned or 
zipped. Adjust clothing to cover as 
much exposed skin as possible, 

3. Brush outer clothing periodically, 

4. Continue to destination as rapidly as 
practicable. 

10.59 Assume that all persons arriving 
at a shelter or a fallout monitoring station 
after fallout arrival, and all individuals 
who have performed outside missions are 
contaminated. All persons should follow 
the protective measures below: 

1. Brush shoes, and shake or brush 
clothing to remove contamination. 
This should be done before entering 
the shelter area. 

2. Remove and store all outer clothing 
in an isolated location, 

3. Wash, brush, or wipe thoroughly, con- 
taminated portions of the skin and 
hair being careful not to injure the 
skin. 

COLLECTIVE PROTECTION 

10.60 During fallout deposition, all win- 
dows, doors, and nonvital vents in shel- 
tered locations should be closed to control 

151 

154 



the contamination entering the shelter. 
Similar protective measures should be ap- 
plied to vehicles. 

10.61 When radiation levels become 
measurable inside the shelter, make a sur- 
vey of all shelter areas to determine the 
best protected locations. Repeat this pro- 
cedure periodically. This information is 
used to limit the exposure of shelter occu- 
pants. 

TASKS OUTSIDE OF SHELTER 

10.62 When personnel leave shelter ap- 
propriate protective measures should be 
taken to prevent the contamination of 
their bodies. Clothing will not protect per- 
sonnel from gamma radiation, but will pre- 
vent most airborne contamination from 
depositing on the skin. Most clothing is 
satisfactory, however, loosely woven cloth- 
ing should be avoided. Instruct shelter 
occupants to: 

1. Keep time outside of shelter to a mini- 
mum when exposure rates are high. 

2. Wear adequate clothing and cover as 
much of the body as practical. Wear 
boots or rubber galoshes, if available. 
Tie pants, cuffs over them to avoid 
possible contaminiation of feet and an- 
kles. 

3. Avoid highly contaminated areas 
whenever possible. Puddles and very 
dusty areas where contamination is 
more probable should also be avoided. 

4. Under dry and dusty conditions, do 
not «tir up dust unnecessarily. If 
dusty conditions prevail, a man's 
hankerchief or a folded piece of 
closely woven cloth should be worn 
over the nose and mouth to keep the 
inhalation of fallout to a minimum. 



5. Avoid unnecessary contact with con- 
taminated surfaces such as buildings 
and shrubbery. 

10.63 Individuals using vehicles for 
outside operations should remain in the 
vehicle, leaving it only when necessary. To 
prevent contamination of the interior of 
the vehicle, all windows and outside vents 
should be closed when dusty conditions 
prevail. Vehicles provide only slight pro- 
tection from gamma radiation but they do 
provide excellent protection from beta and 
prevent contamination of the occu^)ants. 

FOOD AND WATER 

10.64 To the extent practicable, pre- 
vent fallout from becoming mixed into 
food and water. Food and water which is 
exposed to radiation, but not contami- 
nated, is not harmed and is fit for human 
consumption. If it is suspected that food 
containers are contaminated, they should 
be washed or wiped prior to removal of the 
contents. Food properly removed from 
such containers will be safe for consump- 
tion. 

10.65 Water in covered containers and 
underground sources will be safe. Before 
the arrival of fallout, open supplies of 
water such as cisterns, open wells, or 
other containers should be covered. Shut 
off source of supply of potentially contami- 
nated water. 
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RADIOLOGICAL D 

Although there are many forms of pro- 
tection against nuclear radiation, as we 
learned in the preceding chapter, they are 
obviously not foolproof. Even if they were 
100% effective, there is still the case of 
unavoidable contamination, contamination 
which could occur during the performance 
of a critically important mission, contami- 
nation which could be deliberately and 
knowingly accepted. Obviously, then, we. 
need another RADEF tool to take care of 
contamination. That tool is DECONTAMI- 
NATION and this chapter will explain: 

HOW tp^^ell if decontamination is 
necessary 

WHAT are the steps in decontamina- 
tion 

HOW does a decon worker protect 
himself from contamination 

WHAT should be done to decontami- 
nate an area, a structure, an 
orange, somebody named 
Henry, a cat, the power com- 
pany, a red sportshirt or a 
farm tractor 

INTRODUCTION 

11.1 Closely allied with the problem of 
monitoring, discussed in Chapter 9, is the 
problem of decontamination. The two are, 
in fact, closely linked and cooperation and 
coordination between monitors and decon- 
tamination personnel is a basic require- 
ment if wasted effort or unnecessary haz- 
ard are to be avoided. 

WHAT IS CONTAMINATION? 

11.2 As we saw in Chapter 6, the radio- 
active fallout from a nuclear explosion 
consists of radioisotopes that have at- 
tached themselves to dust particle 
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water droplets. This material behaves 
physically like any other dirt or moisture. 
In fact, the phenomena of radioactive con- 
tamination is exactly the same as getting 
^^dirty" EXCEPT that very small araounts 
of ^^dirt" are required to produce a hazard 
and that the ^^dirt" is radioo^tive. 

WHAT IS DECONTAMINATION? 

11.3 The objective of radiological de- 
contamination is to reduce the contamina- 
tion to an acceptable level with the least 
possible expenditure of labor and mate- 
rivals, and with radiation exposure to de- 
contamination personnel held to a mini- 
mum commensurate with the urgency of 
the task. Radioactivity cannot be de- 
stroyed or neutralized, but in the event of 
nuclear attack, the fallout radiation haz- 
ard could be reduced by removing radioac- 
tive particles from a contaminated surface 
and safely disposing of them, by covering 
the contaminated surface with shielding 
material, such as earth, or by isolating a 
contaminated object and waiting for the 
radiation from it to decrease through the 
process of natural radioactive decay. 

11.4 This chapter is directed to those 
persons who are responsible for planning 
and establishing radiological decontami- 
nation operations in States and localities. 
It contains guidance on the various types 
of decontamination procedures and the 
relative effectiveness of each. 

DECONTAMINATION OF PERSONNEL 
AND CLOTHING 

11.5 State and local public welfare de- 
partments and agencies, as the welfare 
arms of their respective governments, 
have primary responsibility for planning 

s or and preparing the facilities and develop- 
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ing capabilities essential to provide emer- 
gency welfare at the local level. Voluntary 
social welfare agencies will assist. 

11.6 Decontamination of personnel and 
clothing of personnel engaged in recovery 
operations would be the responsibility of 
the various operational services, such as 
fire departments, police departments, and 
decontamination teams. Many persons 
would be responsible for decontamination 
of themselves and their families in accord- 
ance with instructions of the local govern- 
ment. 



PERSONNEL 

11.7 It is important that all people, and 
particularly those directing emergency op- 
erations, understand that the total radia- 
tion injury from fallout is a composite due 
to several causes, including contamination 
of the surrounding areas, contamination 
of skin areas, and ingestion and inhalation 
of fallout materials. To keep the total ra- 
diation injury low, the effect of each po- 
tential source of radiation on the total 
radiation exposure must be kept in mind, 
and eacji contributing element should be 
kept as low as operationally feasible. Nor- 
mally, ordinary personal cleanliness proce- 
dures will suffice for personnel decontami- 
nation in the postattack period. 

11.8 All persons seeking shelter after 
fallout starts should brus^^ or shake their 
outer clothing before entering the shelter 
area. Ordinary brushing will remove most 
of the contaminated material from the 
shoes and clothing, and often may reduce 
the contamination to, or below a permissi- 
ble level. It is important to brush or shake 
from the upwind side. Under rainy condi- 
tions, the outer clothing should be re- 
moved before entering the shelter area. 

Upon enterifig the shelter area and as 
soon as practicable, wash, brush, or wipe 
thoroughly the exposed portions of the 
body, such as the skin and hair. If suffi- 
cient quantities of water are available, 
persons should bathe, giving particular at- 
tention to skin areas that had not been 
covered by clothing. 
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THE INJURED 

11.9 It is desirable that contamination 
of medical facilities and personnel be kept 
at a minimum. Medical personnel, whose 
skills would be needed for the saving of 
lives, should be protected from radiation 
to the extent feasible. Persons entering a 
medical treatment station or hospital 
should be monitored, decontaminated if 
necessary, and tagged to show that he is 
not contaminated. To do this, a check point 
could be established at a shielded location 
at each medical treatment station and 
hospital. Although decontamination proce- 
dures for the injured are the same as 
those previously described for personnel 
decontamination (i.e., the removal of outer 
clothing, and other clothing if necessary, 
and finally the washing of contaminated 
body areas, if required) special factors also 
must be considered. It^ the face of urgency 
for decontamination, there will be many 
casualties who are unable to decontami- 
nate themselves and whose condition will 
not permit movement. For some cases a 
medical examination will determine that 
first aid must take priority over decontam- 
ination. Also, it may not be possible to 
decontaminate some casualties without se- 
riously aggravating their injuries. These 
will have to be segregated in a controlled 
area of the treatment facility. 



CLOTHING 

11.10 Thorough decontamination of 
clothing can be deferred until after the 
emergency shelter period when supplies of 
water and equipment are available. Equip- 
ment for decontamination of clothing in- 
cludes whisk brooms, or similar types of 
brushes, vacuum cleaners (if available) 
and laundry equipment. For more effec- 
tive decontamination of clothing, washer 
and dryer equipment should be available. 
Since there is normally little accumulation 
of "dirt" in a washing machine, virtually 
all of the decontaminant would be flushed 
down the drain. The chance of significant 
residual contamination of the washing ma- 
chine appears to be quite small. Although 
there is little serious danger involved in 
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washing, direct contact with the contami- 
nation should be kept to a miniumum. 

11.11 The procedures for decontamina- 
tion of clothing should be as follows: First, 
brush or shake the clothing outdoors; sec- 
ond, vacuum clean; third, wash; and 
fourth, if the previous procedures' are not 
effective^ allow natural radioactive decay. 
Monitoring of the clothing upon comple- 
tion of each step will indicate the effective- 
ness of the decontamination procedure 
and indicate any need for further decon- 
tamination. In many cases, depending 
upon the amount and kind of radioactive 
contaminant, brushing or simply shaking 
the clothing to remove the dust particles 
may reduce the contamination to a negli- 
gible amount. If two thorough brushings 
do not reduce the contamination to an 
acceptable level, vacuum cleaning should 
be attempted. Care should be taken in 
disposing of the contaminated material 
from the dust bag of the vacuum cleaner. 
If the clothing is still contaminated after 
dry methods of decontamination are com- 
pleted, it should be laundered. Clothing 
usually can be decontaminated satisfac- 
torily by washing with soap or detergent. 

11.12 Any clothing that still remains 
highly contaminated should then be stored 
to allow the radioactivity to decay. Stor- 
age should be in an isolated location so 
that the contaminated clothing will not 
endanger personnel. 

DECONTAMINATION OF FOOD, 
AGRICULTURAL LAND AND WATER 

11.13 State and local public agencies, 
assisted by radiological defense personnel, 
will be responsible for the decontamina- 
tion of food and water. Stored foods in 
warehouses, markets, etc., will be the re- 
sponsibility of the agency controlling the 
distribution of the food items. Water sup- 
ply personnel of the local government or 
private organizations will be responsible 
for monitoring, and if required, decontami- 
nation of the water supplies they operate. 
Each person or family not expecting to be 
protected in a community shelter, is re- 
sponsible for providing, before attack, suf- 
ficient food and^water to supply its needs 



ERIC 



for at least 2 weeks, since outside assist- 
ance may not be av^tilable during this 
period. 

FOOD 

11.14 The following guidance is pro- 
vided for individuals and groups who need 
to use food which may have been contami- 
nated with fallout. Before opening a food 
package, the package should be wiped or 
washed if contamination is suspected. 
Caution should be taken when wiping or 
washing outer containers to avoid contam- 
inating the food itself. When possible, the 
package surface should be monitored with 
a radiation detection instruna^nt before 
removing the food as a check on the effec- 
tiveness of the decontamination proce- 
dure. 

11.15 Meats and dairy products that 
are wrapped or are kept within closed 
showcases or refrigerators should be free 
from contamination. Fallout on unpack- 
aged meat and other food items could pres- 
ent a difficult salvage problem. Fresh 
meat could be decontaminated by trim- 
ming the outer layers with a sharp knife. 
The knife should be wiped or washed fre- 
quently to prevent contaminating the in- 
cised surfaces. 

11.16 Fruits and vegetables harvested 
from fallout zones in the first month pos- 
tattack may require decontamination be- 
fore they can be used for food. Decontami- 
nate fruits and vegetables by washing the 
exposed parts thoroughly to remove fal- 
lout particles, and if necessary, peeling, 
paring or removing the outer layer in such 
a way as to avoid contamination of the 
inner parts. It should be possible to decon- 
taminate adequately fruits, such as ap- 
ples, peaches, pears, and vegetables, such 
as carrots, squash, and potatoes, by wash- 
ing and/or paring. This type of decontami- 
nation can be applied to many food items 
in the home. 

11.17 Animals should be put under 
cover before fallout arrives, and should 
not be fed contaminated food and water, if 
uncontaminated food and water are avail- 
able. If the animals are suspected of being 
externally contaminated, they should be 
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washed thoroughly before being processed 
into food. 

11.18 Even when animals have re- 
ceived sufficient radiation to cause later 
sickness or death, there will be a short 
period (1 to 10 days following exposure, 
depending on the amount) when the ani- 
mals may not show any symptoms of in- 
jury or other effects of the radiation. If 
the animals are needed for food, if they 
can be slaughtered during this time with- 
out undue radiation exposure to the 
worker, and if no other disease or abnor- 
mality would cause unwhblesomeness, the 
meat would be safe for hse as food. In the 
butchering process, care should be taken 
to "avoid contamination of the meat, and to 
protect personnel. The contaminated parts 
should be disposed of in a posted location 
and in such a manner as to present a 
negligible radiological or sanitation haz- 
ard. If any animal shows signs of radiation 
sickness, it should not be slaughtered for 
food purposes until it is fully recovered. 
This may take several weeks or months. 
Animals, showing signs of radiation sick- 
ness (loss of appetite, lack of vitality, wa- 
tery eyes, staggering or poor balance) 
should be' separated from the herd because 
they are subject to bacterial infection and 
may not' have the recuperative powers 
necessary to repel diseases. They could 
infect other animals of the herd. 

AGRICULTURAL LAND 

11.19 The uptake of radioactive fallout 
material would be a relatively long term 
process, and the migration of fission prod- 
ucts through the soil would be relatively 
slow. Therefore, crops about to be har- 
vested at the time fallout occurs would not 
have absorbed great amounts of radioac- 
tive material from the soil. However, if 
crops are in the early stages of growth in 
an intense fallout area, they will absorb 
radioactive materials through their leaves 
or roots and become contaminated. Thus, 
if eaten by livestock or man, it may cause 
some internal hazard. Before use, the de- 
gree of contamination should be evaluated 
by a qualified person. Foods so contami- 
nated could not be decontaminated easily 
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because the contaminants would be incor- 
porated into their cellular structure. Do 
not destroy these contaminated foods. 

11.20 Liming of acid soil will reduce the 
uptake of strontium since the plant sys- 
tem has a preference for calcium over 
strontium and has some ability to discrim- 
inate: The plant's need for calcium leads to 
the absorption of the similar element 
strontium. In soils low in exchangeable 
calcium, more strontium will be taken up 
by the plant. By liming acid soils, more 
calcium is made available to the plant and 
less strontium will be absorbed. 

11.21 Another method to limit the up- 
take of strontium is to grow crops with low 
calcium content such as potatoes, cereal, 
apples, tomatoes, peppers, sweet corn, 
squash, cucumbers, etc., on areas of heavy 
fallout. Other foods with high calcium con- 
tent such as lettuce, cabbage, kale, broc- 
coli, spinach, celery, collards, etc., could be 
grown in areas of relatively light fallout. 

WATER 

11.22 Following a nuclear attack, water 
in streams, lakes and uncovered storage 
reservoirs might be contaminated by ra- 
dioactive fallout. The control of internal 
radiation hazards to personnel will be de- 
p<r ent, in large part, upon proper selec- 
tiv^xi and treatment of drinking water. 

11.23 If power is i;jot available for 
pumping, or if fallout activity is too heavy 
to permit operation of water treatment 
plants, the water stored in the home may 
be the only source of supply for several 
weeks. Emergency sources of potable 
water can be obtained from hot water 
tanks, flush tanks, ice cube trays etc. It is 
advisable to have a 2-weeks emergency 
water ration (at least 7 gallons per person) 
in or near shelter areas. 

11.24 Emergency water supplies may 
be available from local industries, particu- 
larly beverage and milk bottling plants, or 
from private supplies, country clubs, and 
large hotels or motels. 

11.25 If contaminated surface water 
supplies must be used, both conventional 
and specialized treatment processes may 
be employed to decontaminate water. The 



degree of removal will depend upon the 
nature of the contaminant (suspended or 
dissolved) and upon the specific radionu- 
clide content of the fallout. 

11.26 Radioactive materials absorbed 
in precipitates or sludges from water 
treatment plants must be disposed of in a 
safe manner. Storage in low areas or pits, 
or burial in areas where there is little 
likelihood of contaminating underground 
supplies, is recommended. 

11.27 Several devices for treating rela- 
tively small quantities of water under 
emergency conditions have been tested. 
Most of them use ion exchange or absorp- 
tion for removal of radioactive contami- 
nants. 

a. Small commercial ion exchange units 
containing either single or mixed-bed res- 
ins, designed to produce softened or demi- 
neralized water from tap water, could be 
used to rem.ove radioactive particles from 
water. Many of them have an indicator 
which changes the color of the resins to 
indicate the depletion of the resins' capacr 
ity. Tests of these units have indicated 
removals of over 97 percent of all radioac- 
tive materials, 

b. Emergency water treatment units 
consisting of a column containing several 
2-inch layers of sand, gravel, humus, 
coarse vegetation, and clay have been 
tested for removal of radioactive materials 
from water. This type of emergency water 
treatment unit removed over 90 percent of 
all dissolved radioactive materials. 

c. Tank-type home water softeners are 
capable of removing up to 99 percent of al! 
radioactive materials, and are especially 
effective in the removal of the hazardous 
strontium 90 and cesium 137 contami- 
nants, 

DECONTAMINATION OF VEHICLES AND 
EQUIPMENT 

11,28 Decontamination of vehicles and 
equipment of the various operational serv- 
ices, such as fire departments, police de- 
partments, and decontamination teams, 
will be the responsibility of the various 
services, aided by radiological defense 
services. Individuals will be responsible 



for decontamination of their own vehicles 
and equipment in accordance with instruc- 
tions of local government. 

EXTERIOR OF VEHICLES AND EQUIPMENT 
AND VEHICLE INTERIORS 

11.29 The simplest and most obvious 
method for partial decontamination of ve- 
hicles and equipment is by water hosing. 
Quick car-washing facilities are excellent 
for more thorough decontamination. 

11.30 Special precautions should be 
used when vehicles and equipment are 
brought in for maintenance. The malfunc- 
tioning part of the vehicle or equipment 
should be checked for excessive contami- 
nation. 




Figure 11.3L— Equipirl*ent. decontamination. 



11.31 Hosing should not be used on up- 
holstery or other porous surfaces on the 
interior of vehicles, as the water would 
penetrate and carry the contamination 
deeper into the material, 

11.32 The interior of vehicles can be 
decontaminated by brushing or vacuum 
cleaning. Procedures for decontaminating 
interiors of vehicles by vacuum cleaning 
are similar to those used on the interior of 
structures. 

VEHICLES AND EQUIPMENT USED BY 
DECONTAMINATION PERSONNEL 

11.33 Upon completion of missions in a 
contaminated area, vehicles and equip- 
ment used by decontamination personnel 
should be monitored, and decontaminated 
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if necessary. Complete decontamination 
may not be necessary, but attempts should 
be made to reduce the hazard to tolerable 
levels. 

11.34 A decontamination station set up 
at a control point adjacent to the staging 
area would be the best place for decontam- 
inating vehicles and equipment. A paved 
area would be desirable so that it could be 
hosed off after the equipment is decontam- 
inated. Monitoring should follow the appli- 
cation of each decontamination method. 

DECONTAMINATION OF VITAL AREAS 
AND STRUCTURES 

11.35 The operational planning aspects 
of decontamination of vital areas and 
structures are very complex and require 
trained decontamination teams from gov- 
ernment services, industry, and private 
and public utilities under the direction of a 
decontamination specialist. All methods 
described in this chapter are common 
techniques with which personnel of the 
emergency services are generally familiar. 
Operational details associated with use of 
the equipment are not discussed. How- 
ever, operational aspects peculiar to ra- 
diological recovery are emphasized. The 
method of decontamination selected will 
depend upon the type and extent of con- 
tamination, type of surface contaminated, 
the weather and the availability of person- 
nel, material, and equipment. Each type of 
surface presents an individual problem 
and may require a different method of 
decontamination. The type of equipment 
and skills required for radiological decon- 
tamination are not new. Ordinary equip- 
ment now available, such as water hoses, 
street sweepers, and bulldozers, and the 
skills normally used in operating the 
equipment are the basic requirements for 
radiological decontamination. 

PAVED AREAS AND EXTERIOR OF 
STRUCTURES 

11.36 Decontamination of paved areas 
and the exterior surface of structures re- 
quires two principal actions; loosening the 
fallout material from the surface and re- 
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moving the. material from the surface to a 
place of disposal. Some decontamination 
methods for paved areas are street sweep- 
ing and motorized flushing. Firehosing 
may be used for both paved areas and the 
exterior of structures. 

11.37. . Street sweeping is termed a dry 
decontamination method because water is 
not used. There are many advantages of 
this method over wet methods. In the ab- 
sence of adequate water supplies for large 
scale decontamination procedures, dry 
street sweeping would be the preferred 
procedure. Also, during cold weather, wet 
decontamination procedures may not be 
practical. 

11.38 Most commercial street sweepers 
have similar operating characteristics. A 
powered rotary broom is used to dislodge 
the debris from streets into a conveyor 
system which transports it to a hopper. 
Thus, a removal and bulk transport sys- 
tem is inherent in the design. Some swee- 
pers utilize a fine water spray to dampen 
the surface ahead of the pickup broom to 
limit dust generation. This use of a spray 
previous to brushing would reduce the ef- 
fectiveness of the procedure for decontam- 
ination because the combination would 
tend to produce a slurry which would 
make complete removal of surface contam- 
ination more difficult. 

11.39 A variation in equipment of this 
type is the sweeper in which the broom 
system is enclosed in a vacuum equipped 




Figure 11.38. — Commercial street sweeper. 
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housing. The material picked up by the 
broom and the dust trapped by the filters 
are collected in a hopper. 

11.40 Normally a single operator is re- 
quired per street sweeper. However, be- 
cause fallout material would be concen- 
trated in the hopper, the operator may be 
subjected to a high radiation exposure. 
This may make it necessary to rotate per- 
sonnel for street sweeping operations. The 
operator should be instructed to keep a 
close check on his dosimeter, and dump 
the hopper often at the predesignated dis- 
posal area, as precautions to keep his ac- 
cumulated radiation exposure low. 

11.41 In decontaminating paved areas 
by street sweeping, decontamination fac- 
tors* better than 0.1 can be realized, de- 
pending upon the rate of operation and 
the amount of fallout material, 

11.42 The flushing or sweeping action 
of water is employed in decontaminating 
paved areas by motorized flushing. Con- 
ventional street flushers using two for- 
ward nozzles and one side nozzle under a 
pressure of 55 pounds per square inch (psi) 
are satisfactory for this purpose. In flush- 
ing paved areas, it is important that fal- 
lout material be moved towards drainage 
facilities. 

11.43 Decontamination factors of 0.06 
to 0.01 can be realized by motorized flush- 
ing, depending upon the rate of operation 
and the type and roughness of the surface. 

11.44 The flushing or sweeping action 
of water also is used in decontaminating 
paved areas and the exterior of structures 
by firehosing. Equipment and personnel 
are commonly available for this method. 
Employment of the method is dependent 
upon an adequate postattack water sup- 
ply. When decontaminating paved areas 
and structures, it is important that fallout 
material be swept toward predesignated 
drainage facilities, and, where possible, 
downwind from operational personnel. 

11.45 Standard fire fighting equipment 
and trucks equipped with pumping appa- 
ratus may be used in this decontamination 



» For ciecont»min«Lion of vitkl arefts and structures, the term decon- 
tamination factor (DF) is used. This represents the decimal fraction 
remaininif after decontamination is accomplished. 



method. The most satisfactory operating 
distance from nozzle to the point of impact 
of the water stream with open pavements 
is 15 to 20 feet. On vertical surfaces, the 
water should be directed to strike the sur- 
face at an angle of 30° to 45°. As many as 
three men per nozzle may be required for 
firehosing. 

11.46 When decontaminating rough 
and porous surfaces or when fallout mate- 
rial is wet, the use of both firehosing and 
scrubbing are recommended for effective 
reduction of the radiation hazard. Initial 
firehosing should be done rapidly to re- 
move the bulk of fallout material. Hosing 
followed by scrubbing would remove most 
of the remaining contamination. Two addi- 
tional men per hose may be required for 
the scrubbing operation. 

11.47 Decontamination factors between 
0.6 and 0.01 can be realized by firehosing 
tar and gravel roofs with very little slope, 
and 0.09 to 0.04 in decontaminating compo- 
sition shingle roofs that slope 1 foot in 
every 2V2 feet. Decontamination factors of 
0.06 can be realized in firehosing of pave- 
ments. 

UNPAVED LAND AREAS 

11.48 Decontamination of unpaved land 
areas can be accomplished by removing 
the top layer of soil, covering the area 
with uncontaminated soil, or by turning 
the contaminated surface into the soil by 
plowing. The two latter methods employ 
soil as a shielding material. 

11.49 The effectiveness of any of tb<^ 
methods is dependent on the thoroughness 
with which they are carried out. Spills or 
misses and failure to overlap adjoining 
passes should be avoided. Reliance should 
be placed on radiation detection instru- 
ments to find such areas, although in 
heavily contaminated areas the fallout 
material may be visible. Large spills or 
misses should be removed by a second pass 
of the equipment. Small areas can be de- 
contaminated with the use of shovels, 
front end loaders, and dump trucks, 

11.50 Large scale scraping operations 
require heavy motorized equipment to 
scrape off the top layer (several inches) of 
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Figure 11.48. — Turning contaminated soil. 

contaminated soil, and carry the soil to 
suitable predesignated dumping grounds. 
The contaminated soil should be deposited 
100 or more feet beyond the scraped area 
if possible; if not, at least to the outer edge 
of the scraped aYea. Scraping can be done 
with a motorized scraper, motor grader, or 
bulldozer. Effectiveness of the procedure 
depends upon the surface conditions. In 
decontaminating unpaved areas by scrap- 
ing, decontamination factors over 0.04 can 
be realized if all spills and misses are 
cleaned up, 

11.51 The motor grader is designed for 
grading operations, such as for spreading 
soil or for light stripping. This grader can 
be used effectively on any long narrow 
area where contaminated -soil can be 
dumped along the edge of the cleared area. 
The blade should be set at an angle suffi- 
cient for removing several inches of the 
contaminated soil. The scraped up earth 
should be piled along the ground in a 
windrow parallel to the line of motion. The 
windrow can be either pushed to the side 
of the contaminated field and buried by 
the grader or removed by other pieces of 
earthmoving equipment. 

11.52 The bulldozer can Hp useful in 
scraping small contaminated areas, bury- 
ing material, digging sumps for contami- 
nated drainage, and in back-filling sumps. 
It would be particularly suitable in rough 
terrain where it could be used to clear 
obstructions and as a prime mover to as- 
sist in motorized scraping. The contami- 
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nated soil stripped off by a bulldozer 
should be deposited at the outer edge of 
the scraped area, or beyond, if practicable. 

11.53 Filling may offer no advantage 
over scraping, either in effectiveness or 
speed. Its principal use would be where 
scraping procedures could not be used, 
either because of rocky ground or because 
of permanent obstructions. Filling can be 
used in combination with other methods to 
achieve a low decontamination factor. The 
object of filling is to cover the contami- 
nated area with uncontaminat^d soil or fill 
material to provide shielding. For these 
operations a motorized scraper, bulldozer, 
mechanical shovel, or dump truck and 
grader may be used. 

11.54 The effectiveness of filling rela- 
tively flat surfaces will vary with the 
depth of fill. A 6-inch fill of earth can 
reduce the radiological hazard directly 
above to a decontamination factor of 0.15, 
and a 12-inch fill can reduce the hazard to 
a decontamination factor of 0.02. 

11.55 Plowing provides earth shielding 
from radiation by turning the contami- 
nated soil under. It is a rapid means of 
decontamination, but may not be suitable 
in areas in which personnel must operate 
or travel over the plowed surface. The 
depth of plowing should be from 8 to 10 
inches. In decontaminating unpaved land 
areas by plowing, decontamination factors 
of 0.2 can be realized if the depth of plow- 
ing is from 8 to 10 inches. 

11.56 Two or more methods can be ap- 
plied in succession, achieving a reduction 
in the radiation field not possible, practi- 
cal, or economical with one method alone. 
Any of three combinations of methods- 
scraping and filling, scraping and plowing, 
or plowing, leveling and filling— could be 
effective in unpaved areas. In some cases, 
any of the three might be more rapid than 
individual removal of spillage. The equip- 
ment used would be the same as in compo- 
nent methods previously discussed. 

11.57 Because large earthmoving 
equipment could not be used in small 
areas, such as those around a building, 
other methods of decontamination must be 
used. If the area is large enough for a 
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small garden type tractor, or frontend 
loaders, these can be used for plowing and 
scraping the soil. Improvised methods of 
scraping small areas, such as using a jeep 
to tow a manually operated bucket scoop, 
could be used. There would remain some 
areas requiring hand labor with shovels, 
to dig up or remove the top layer of soil, or 
sod. Equipment and manpower require- 
ments for loading and hauling the soil to a 
disposal area should be included in esti- 
mate of decontamination **costs". The 
rates of operation of these methods would 
vary with the type of terrain and its vege- 
tative cover. The various procedures can 
result in decontamination factors of 0.15 to 
0.1. 

INTERiCR OF STRUCTURES 

11.58 The two principal methods for de- 
contaminating interiors of structures are 
vacuum cleaning and scrubbing with soap 
and water. Vacuum cleaning is useful for 
the decontamination of furniture, rugs, 
and floors. Floors, tables, walls, and other 
surfaces can be decontaminated by scrub- 
bing them with soap and water. Mild de- 
tergents can be substituted for soap. Rags, 
hand brushes (or power-driven rotary 
brushes, if available), mops, and brooms 
are suitable for scrubbing. 

COLD WEATHER DECONTAMINATION 
PROCEDURES 

11.59 Cold weather decontamination 
methods will depend upon the weather 
conditions prior to and after the arrival of 
fallout. Various problems such as fallout 
on various depths of snow, on frozen 
ground or pavement, mixed with snow or 
freezing rain, and under various depths of 
snow could occur after a contaminating 
attack. The presence of snow or ice would 
complicate the situation since large quan- 
tities of these materials would have to be 
moved along with the fallout material. In 
addition, snow and ice could cause loss of 
mobility to men and to equipment. Fallout 
may be clearly visible as a dark film or 
layer of soil or powder on or within snow 
unless it precipitates with the snow. 

\ 



11.60 The principal cold weather decon- 
tamination methods for paved areas, and 
structures are: (1) Snow loading, (2) sweep- 
ing, (3) snow plowing, and (4) firehosing. 

11.61 Snow loading is accomplished 
with a front-end loader and is applicable 
for snow covers. When fallout is on snow, 
the front-end loader bucket is used to 
scoop up the contaminant and top layer of 
snow, which are forced into the bucket by 
the forward motion of the vehicle. The 
snow cover should be observed closely for 
pieces of contaminated debris which may 
have penetrated to some depth. The loader 
carries the contaminated material to a 
dump truck which removes it to a dumping 
area. The remaining clean snow is re- 
moved by normal snow-removal proce- 
dures. Decontamination factors of approxi- 
mately 0.10 can be realized by this process, 
depending mainly on the amount of spil- 
lage. 




Figure 11.61.— Front-end loader. 



11.62 Pavement sweepers can be used 
for fallout on dry pavement, traffic-packed 
snow, or reasonably level frozen soil or ice. 
Pavement sweepers are more effective 
than firehosing where there is a drainage 
problem, or when temperatures are low. 
Sweepers will not effectively pick up con- 
taminant on wet pavement above the 
freezing or slush point on ?ce or packed 
snow. Decont..^,mination factors are ap- 
proximately 0.10. 

11.63 Snow plowing is applicable for all 
depths of contaminated snow. When fal- 
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lout is precipitated v/ith snow, all of the 
snow must be removed to the dumping 
area. Blade snowplows, road graders, or 
bulldozers in echelon, windrow the con- 
taminated snow to one side until the blades 
are stalled by the snow mass. A snow 
loader can be used to put the contami- 
nated snow in dump trucks, which move it 
to the dumping area. Decontamination 
factors of 0.15 can be realized by this 
method. 

11.64 Firehosing is possible and can be 
used on paved areas and exteriors of 
structures slightly below freezing temper- 
atures. Firehosing is not recommended 
where slush from snow will clog drains. 
Problems associated with firehosing below 
32° F are freezing of the water, thereby 
sealing the contaminant in ice and causing 
slippery conditions for the operating per- 
sonnel. The principle of operation, and 
"equipment used in temperate weather, 
will be the same under cold weather condi- 
tions. The effectiveness of firehosing will 
depend on surface and standard exposure 



rates, and the decontamination factors 
will vary from 0.5 to 0.1. 

11.65 In small areas, such as roofs of 
buildings, and around buildings, where 
large snow removal equipment could not 
be used, other methods of decontamina- 
tion must be used. With small amounts of 
dry snow on roofs or paved areas, sweep- 
ing the area with brooms is satisfactory. 
With larger amounts of snow, with the 
fallout material on top of the snow, or 
mixed with the snow, shoveling the snow 
and removing it to an area where large 
snow removal equipment can be used is 
practicable. The rates of operation of these 
methods would vary with the amount of 
snow to be removed and the type of sur- 
face to be decontaminated. The various 
procedures can result in decontamination 
factors of 0.15 to 0.1. 

11.66 In order to locate needed services 
and to guide the movement of decontami- 
nation equipment through heavy snow 
covers, colored poles should mark street 
corners, drains, hydrants and hidden ob- 
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Figure 11.67. — Small scale decontamination metho_ds. 
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stacles. Open ground areas planned for REFERENCE 

postattack use should be cleared of rocks, Radiological Defense Planning and Op- 
stumps, etc., prior to the arrival of snow. grations Guide.— SM~11.23.2, Revised No- 
ll. 67 Figure 11.67 lists other decon- vember 1968. 
tamination methods that may be used on a 
small scale, for specific areas of high con- 
tamination. 



163 




CHAPTER 12 



RADEF OPERATIONS 



The man-in-the-street often thinks of 
modern war as **push button war" with 
visions of all our forces moving automati- 
cally at the pressing of a button on the 
President's desk. This just isn't so, of 
course. If there is n9 such thing as ''push 
button war", how much more so is there 
no such thing as "push button radiological 
defense." We may have sensitive machines 
and instruments to measure nuclear ra- 
diation, but these devices must be oper- 
ated, interpreted and the information 
acted upon. It is the prime objective of this 
chapter to explain how and by whom 
RADEF operations are carried out, and 
how the responsibilities for such opera- 
tions vary among different types of 
RADEF personnel and within the various 
levels of government. 

INTRODUCTION 

12.1 To be effective, radiological de- 
fense countermeasures require rapid de- 
tection, measurement, reporting, plotting, 
analysis, and evaluation of fallout contam- 
ination for use during the early period 
after attack and trained radiological per- 
sonnel are needed at all levels of the gov- 
ernment—Federal, State, and local, to pro- 
vide such information and skills. 

12.2 The RADEF Officer and other 
RADEF personnel, in carrying out their 
responsibilities, act in a ''staff" rather 
than in a "command" capacity. They pro- 
vide an important part of the technical 
information upon which Civil Prepared- 
ness command decisions will be based. 

12.3 It must be stressed that though 
RADEF personnel serve in a staff capac- 
ity at the various levels of government, 
fallout radiation is a physical not a politi- 
cal phenomenon. In short, fallout does not 
recognize city, state, or county bounda- 
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ries. As a consequence, effective RADEF 
countermeasures demand cooperation 
among the various RADEF organizations. 
This cooperation must be both horizontal 
and vertical: horizontal among organiza- 
tions on the same level of government 
(e.g., different counties or States); vertical 
among levels (e.g., city and State). Also, 
cooperation must not wait until an at- 
tack—it must be planned for and^ wjorked 
at now, 

WHO WILL CARRY OUT RADEF 
OPERATIONS? 

12.4 To carry out the various functions 
of radiological defense, there is need for 
Radiological Defense Officers, Assistant 
Radiological Defense Officers, Monitors, 
Analysts, and Plotters. The following par- 
agraphs define each of these positions and 
summarize duties and responsibilities. 
These definitions are necessary at this 
point to avoid repetition in the later level- 
by-level description of the operational 
process. 

DEFINITIONS 

12.5 Radiological Defense Officer,~A 
person who has been trained to assume 
the responsibility for policy recommenda- 
tions for the radiological defense of a 
State, county, locality, facility, or a rela- 
tively large group of organized personnel. 

This officer must be conversant with 
measurement and reporting procedures, 
capable of evaluating the probable effects 
of reported radiation on the people and 
their environment, and capable of recom- 
mending appropriate protective measures 
(such as remedial movement, shelter, and . 
decontamination) to be taken as a result of 
the evaluation. 
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12.6 Assistaiit Radiological Defense Of- 
ficer,— Definition similar to that of the 
Radiological Defense Officer. Less admin- 
istrative capability is required, but the 
capabilities listed above are required. It 
should be borne in mind that the term 
**assistant" is an organizational distinc- 
tion rather than indicative of anything 
less than 100% possession of all necessary 
RADEF Officer qualifications. 

12.7 Monitor. — A person who has been 
trained to detect, record, and report radia- 
tion exposures and exposure rates. He will 
provide limited field guidance on radiation 
hazards associated with operations to 
which he is assigned. 

12.8 Analyst. — A person who has been 
trained to prepare monitored radiological 
data in analyzed form for use in the area 
seryed as well as by other levels of govern- 
ment to which reports of such data are 
sent. He will also evaluate the radiation 
dec^y patterns as a basis for estimates of 
fiftlire exposure rates and radiation expo- 
sures associated with emergency opera- 
tions. 

12.9 Plotter. — A person trained to re- 
cord incoming data in appropriate tabular 
form and to plot such data on maps. He 
will also perform routine computations un- 
der direction. 

LEVEL-BY-LEVEL RADEF OPERATIONS 

12.10 Fallout monitoring station activi- 
ties. — Upon receipt of warning of likely 
attack, monitors vat least four should be 
assigned to each station to provide 24-hour 
continuous monitoring), will be advised of 
the likelihood of attack. They will then 
begin to carry out the emergency plan. 
Upon arrival at the monitoring station, all 
equipment and procedures should be 
checked and an operational readiness re- 
port made to the emergency operating 
center (EOC) RADEF Officer, thus verify- 
ing that the station is ready to operate. 
The monitoring station will send the EOC 
a FLASH REPORT the first time the un- 
sheltered exposure rate equals or exceeds 
0.5 R/hr. The station also sends scheduled 
EXPOSURE RATE REPORTS and EXPO- 
SURE' REPORTS, plus SPECIAL RE- 
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PORTS whenever a declining rate trend is 
reversed and there is a rapid increase. 

NOTE 

For the monitoring station^ and for all 
levels, the time before fallout airives is 
a time of intense activity. Not a mo- 
ment should be lost by, RADEF person- 
nel between arrival at assigned loca- 
tions and perfoinnance of all prescribed 
readiness actions. 

12.11 Shelter monitoring activities.-^ 
After checking his equipment, the shelter 
monitor will make an operational readi- 
ness report to the shelter manager (who, 
in turn, will report that fact to the EOC). 
The shelter monitors will measure and 
report to the shelter manager the daily 
cumulative exposure of shelter occupants. 
This in-shelter exposure will be reported 
to the EOC if it exceeds 75 R. Should this 
be exceeded during the first two days in 
shelter, or should the exposure rate ex- 
ceed 10 R/hr, an EMERGENCY REPORT 
should be sent to the EOC requesting ad- 
vice. The shelter monitor will also report 
to the shelter manager as to the daily 
exposure rate. Should any occupied area of 
the shelter be receiving a rate of 2 R/hr or 
more, the monitor will report on the expo- 
sure rates within various areas of the 
shelter so that the manager may move 
shelter occupants to safer positions in the 
shelter. The shelter may also be desig- 
nated as a station in the regular monitor- 
ing network, in which instance the opera- 
tions described in paragraph 12.10 will 
also be performed. 

12.12 The local emergency operating 
center. — Local emergency operating cen- 
ters first determine that monitoring sta- 
tions are in a state of operational readi- 
ness. Subsequently, the local EOC's will 
receive reports from these monitoring sta- 
tions and shelters and will transmit sum- 
mary-type data to the State EOC. In addi- 
tion, and as previously agreed upon, this 
data can be made available to neighboring 
EOC's. The reports to the State EOC will 
include flash reports made upon their re- 
ceipt from any of the monitoring stations 
within the network of the local EOC. Expo- 
sure and exposure rate reports will also be 
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made in summary form to the State EOC 
as determined by the State Civil Prepared- 
ness Plan. The exposure rate report will 
include a typical exposure rate if the area 
within the jurisdiction of the local EOC is 
small. The local EOC's will also report the 
accumulated unsheltered exposure at 
least once each day to the State EOC. It 
should be noted that the term **local EOC' 
is used here to designate the operating 
echelon or echelons between the monitor- 
ing station and the State EOC. (A very . 
large city may have local area EOC's sand- 
wiched in between the stations -and the^ 
local EOC's.) In addition, some States may 
have county EOC's between the local and 
State EOC's. These various EOC's may 
report to a sub-State EOC depending on 
the State's geography and population. 

12.13 The State Emergency Operating 
Center.— This \s the command level for 
each State's Civil Preparedness organiza- 
tion. The State EOC receives reports from 
local, local area, county and/or sub-State 
EOC's within the State and will, in turn, 
send to the appropriate DCPA regional 
office flash reports summarizing the 
spread of fallout across the State as well 
as exposure rate analyses. The State EOC 
will also send selected flash reports as 
appropriate to the local EOC to alert them 
of approaching fallout and exposure rate 
reports to advise local centers of exposure 
rates in neighboring communities. Neigh- 
boring States, in addition, and Canadian 
provinces can also be sent flash reports 
and exposure rate analyses by the State 
EOC. State EOC's are tied into a national 



RADEF system through the DCPA re- 
gions to which they report. 

12.14 In addition to collecting and re- 
porting data, RADEF Officers at the State 
(sometimes sub-State) level have the re- 
sponsibility of providing the data for fal- 
lout warning and other fallout advisories 
issued to the general populace by the Gov- 
ernor or other properly designated civil 
authority. There are many possible types 
of advisories which could be issued, d»,n/i 
pending upon local conditions. 



EMERGENCY OPERATING CENTER 
PERSONNEL 

12.15 Communities over 500 population, 
State and county governments, and cer- 
tain field installations of Federal agencies 
require other radiological defense person- 
nel in addition to monitors. These are the 
RADEF Officers, Assistant RADEF Offi« 
cers. Plotters, and Analysts located at 
EOC's. Their functions were summarized 
in paragraphs 12.5 to 12.9. As a rule, rural 
areas will need only monitors. The number 
of Assistant Radiological Defense Officers 
will depend on community size. Large ci- 
ties will require several, while small com- 
munities may require none. 

12.16 A suggested guide to the number 
of Analysts and Plotters for communities 
of various sizes is shown in Figure 12.16. A 
Radiological Defense Officer can ^^double 
in brass," filling in for a variety of RADEF 
personnel where no other individual is 
available to perform the particular func- 
tion. 



POPULATION 


PLOTTERS 
NEEDED 


ANALYSTS 
NEEDED 


Under 2,500 


1 


1 


2,500 to 25,000 


1 


1 


25,000 to 250,000 


4 


2 


Over 250,000 


6 


3 
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Figure 12.16.~Requirements guide for plotters and analysts. 



NOTE 



This is a ''one-xoay street'' however, 
because an analyst, for example^ CAN- 
NOT perfoi-ni the functions of a Ra- 
diological Defense Officer unless he IS 
a Radiological Defense Officer. 



A REPORTING NETWORK 

12.17 The monitoring: stations must be 



linked into a well organized and extensive 
reporting system, running up through the 
sub-State and State organization all the 
way to the national center. It is vital that 
the data produced at eajgh level should 
support the higher levels. Also, data must 
be consistent between and among report- 
ing levels. No correct conclusions can be 
drawn from data that employ different 
units of measurement or time bases. 
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CHAPr» 13 



RADEF PLANNING 



In a church in Caracas, Venezuela, a 
pickpocket, hoping to stir up some excite- 
ment during which he could work more 
easily, shouted *Tire.'^ There was no fire 
but the congregation stampeded anyway. 
When the screaming mob finally burst out 
of the church, many huddled forms were 
left behind, trampled and broken. Fifty- 
three of them, including 22 children, would 
never discover that there was no fire. 

After the Titanic smashed against an 
iceberg a Mrs. Dickinson Bishop left $11, ~ 
000 in jewelry behind in her stateroom, 
but asked her husband to dash back to 
pick up a forgotten muff. Another passen- 
ger on the sinking vessel. Major Arthur 
Peuchen, grabbed three oranges and a 
good-luck pin, overlooking $300,000 in se- 
curities he had in his cabin. Still another 
passenger carried into the lifeboat nothing 
but a musical toy pig. 

There are countless cases of persons 
who in their haste to escape hotel fires, 
jump from upper story windows located 
just a few feet from a fire escape. 

The cause of this strange and illogical 
behavior is panic and the cure is planning. 
''The major objective of this chapter is to 
describe the importance of planning to 
effective Radiological Defense. 

THE EXPERIMENTAL EVIDENCE 

13.1 In a series of 42 varying experi- 
ments with from 15 to 21 subjects, the 
psychologist Alexander Mintz clearly 
showed the wide difference between 
planned and unplanned behavior in a pe- 
riod of stress. The experimental situation 
consisted of a large glass bottle with a 
narrow mouth. Inserted in this bottle were 
a number of aluminum cones. These cones 
were attached to strings each of which 

168 



was held by one of the participants in the 
experiment. The idea, of course, was to 
pull the cones out of the bottle. When 
conditions such as we might have during a 
sudden emergency arose and there was 
''v^very man for himself ^ traffic jams oc- 
curred. Sometimes but one or two cones 
were jerked free before the rest were 
hopelessly snarled. 

But, when the participants were given 
time for prior consultation and planning, 
there loere no traffic jams. In one instance 
all the cones were removed in under 10 
seconds.' 

13.2 But what happens when there are 
no plans? We saw the experimental evi- 
dence. Cones get jammed. Strings get 
twisted. The evidence of real life is jast as 
simply stated: people get killed and in- 
jured; property gets destroyed. It is said 
that casualty statistics are people with the 
tears wiped off. Let's look behind the sta- 
tistics and examine a few of the legion of 
tearful stories. 

THEY HAD NO PLANS 

13.3 A bustling city of 30,000 was lo- 
cated at the point where two swift streams 
met. The city was built along the low river 
banks, surrounded by steep hills. As a 
result of this situation, the lower part of 
the city suffered from floods every spring. 

13.4 Upstream was a huge dam, origi- 
nally built to store water for a canal but 
progress made the canal uneconomical, so 
it was abandoned and maintenance halted 
on the dam. Gradually the dam deterio- 
rated. Water seeped out in a hundred pla- 
ces and within a few years the water level 
had dropped to half. When a small break 



' Xon-AdnptivL' Group Behavior, Aloxandei- Mint?,, Readinjj.s in Social 
PsycholoK.v. p. 190-H)5. Ifenry Holt & Co. N'cw Vork, 1952. 
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occurred, the water level was low and only 
part of the city was flooded. 

13.5 Subsequently, a hunting and fish- 
ing club leased the dam and the lake it 
impounded. The club tried to repair the 
dam. Their work seemed sound. But into 
the break had been dumped tree stumps, 
sand, leaves, straw and other debris. Later 
on, heavy rains caused many leaks in the 
dam and floods in the city. 

13.6 Finally, there was an even heavier 
rainfall. After six inches of rain, the water 
level in the dam rose rapidly. Crews hired 
by the hunting and fishing club worked to 
repair the leaks but the rising waters kept 
eating away at the rotten structure. 

13.7 Finally, a civil engineer inspected 
the dam. He realized it would not hold and 
tried to get word to the city below. There 
were no telephones and the storms had 
downed the telegraph wires. Word did not 
get through. Meanwhile, the workers 
watched in horror as the waters began to 
roar over the top of the dam racing for the 
city, 12 miles away and 400 feet lower in 
elevation. 

13.8 A half million cubic feet of water 
rushed through that breach picking up on 
the way trees, houses, boulders. When it 
reached the city it was a wall 30 feet high 
moving at 20 miles an hour. The result: 
annihilation! The city was destroyed, and 
2,000 people lost their lives in an instant of 
terror. 

13.9 But the disaster need never have 
happened had the warnings of the dam 
itself been heeded during the preceding 
quarter century. Even if no efforts had 
been made to remove the cause— the ob- 
viously unsound condition of the dam — it 
seems unbelievable that no one planned 
for a possible serious break, and no one 
planned a warning system. 

AND STILL NO PLANS 

13.10 But we need not go all the way 
back to the Johnstown flood to see the 
effect of lack of planning. The greatest 
manmade disaster in recent Afnerican 
history is replete with examples of lack of 
planning, from its beginnings in the hold 
of a ship in Galveston Bay to its end a few 



hours later in a devastated city, ravaged 
to the tune of 552 dead, 3,000 injured and 
maimed and over $50,000,000 in property 
damage. 

13.11 It all began with a few wisps of 
smoke from the cargo of fertilizer carried 
on board the SS Grandcamp. A crewman 
investigated, but even after shifting sev- 
eral bags of the fertilizer, he could find 
nothing. He tried throwing buckets of 
water in the direction of the smoke. No 
effect. Next he tried a fire extinguisher. 
Still no effect. So he called for a fire hose. 
But the foreman objected. Hosing down 
the cargo would ruin it. The Captain or- 
dered the hatches battened down and the 
turning on of the steam jet§^ Turning on 
steam to fight fires is standard marine 
firefighting practice, and has been for 
years. But this fertilizer Was ammonium 
nitrate, which, when heated to about 350 
degrees Fahrenheit, becomes a high explo- 
sive. 

13.12 Someone should have known how 
to deal with this explosive fertilizer. Some- 
one should have made plans for putting out 
a possible fire in or near the nitrate. But 
no one had. And so, at 12 minutes after 9 
on the morning of April 16, 1947, the 10,- 
419-ton Grandcamp and all those aboard 
were blown to bits. The explosion, calcu- 
lated as equivalent to 250 five-ton block- 
busters (1.25 kilotons) going off at once, 
dropped 300-pound pieces of the Grand- 
camp 3 miles away. Two small planes, 
flying at about 1,000 feet above the harbor 
disintegrated from the tremendous con- 
cussion. The blast swept across the com- 
plex of oil refineries and chemical plants, 
smashing them flat and setting off other 
explosions and fires. 

13.13 As a result of this explosion and 
the later and even more violent blast from 
another ammonium nitrate laden ship, the 
SS High Flyer, chaos reigned in Texas 
City. Though the citizens of the city 
worked with courage and initiative to help 
the injured, for the first few hours their 
work was uncoordinated. 

13.14 There loas no disaster plan. 

13.15 The head of the Texas City disas- 
ter organization is quoted as saying: *'We 
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had an organization, but it was designed 
for hurricane. We weren't prepared for 
anything like this, [n a hurricane, you 
have some warning and you can get your 
organization ready. But we had no warn- 
ing in this, anh our organization was scat- 
tered all over town. And do you Jjnow what 
happened at our meeting to devielop a dis- 
aster organization just 3 weeks before the 
explosion? People pooh-poohed the idea!''- 

MORE LACK OF PLANNING 

13.16 On September 5, 1934, the SS 
Morro Castle steamed out of Havana har- 
bor. A seagoing hotel, the ship was 
crammed with passengers heading back to 
New York after a Caribbean vacation. The 
ship was equipped with all the latest 
equipment to detect, confine, and extin- 
guish fires. 

13.17 Captain Wilmott was confident in 
the fire safety of his ship. But 2 days later 
he was dead of a heart attack and his 
second in command had scarcely gotten 
accustomed to being Captain when a deck 
night watchman reported a fire. 

13.18 After investigating, a belated 
alarm was sounded and the crew tried to 
put out the fire. The ship was 'equipped 
with fire doors which, if shut in time, 
might have kept the fire from spreading 
past the point of origin. 

13.19 But no one had been assigned to 
close the fire doors. 

13.20 This, and other evidence of seri- 
ous planning deficiencies, caused the Act- 
ing Capts^in and Chief Engineer to be sent- 
enced to prison for incompetence and ne- 
glect of duty (they were later cleared by a 
higher court) and the steamship line was 
fined $15,000 for failure to eriT^rce safety 
regulations and for placing unqualified 
personnel in charge of the ship. The final 
cost was 134 dead and $4,800,000 property 
loss. 

ANOTHER CATASTROPHE 

13.21 Or take the case of the former 
French Uner No7iyiandie. The lack of plan- 



'Quoted in THE FACE OF DISASTER, Donald Robinson, p. 130 
Doubled ay & Co., Xew Vork, 1959. 



ning is summed up in a straight-from-the- 
shoulder report of the National Fire Pro- 
tection Association: 

''The fire-spreading conditions aboard 
this vessel had been allowed to become 
so bad during the execution of a $4,000,- 
000 conversion contract that a wayward 
spark from a cutting tool, inexcusably 
landing in a kapok life preserver, was 
sufficient to culminate in the total de- 
struction of an uninsured $53,000,000 
ship. Because although the incipient 
outbreak started in broad daylight un- 
der the eyes of 1,750 employees of the 
contractor— plus another 1,650 Navy, 
Coast Guard and subcontractor person- 
nel—not one of them had the rudimen- 
tary training required to stop the 
thing— or even the wit to promptly call 
in somebody with the training. By the 
time the fire department was sum- 
moned, the blaze had advanced so far 
that a fifth alarm was required, putting 
to work more apparatus than is owned 
by cities the size of St. Paul, Minn., or 
Toledo, Ohio.'' 

A FINAL TRAGEDY 

13.22 Finally, there was the Coconut 
Grove fire. 

13.23 The Coconut Grove was many 
things. It was a fire trap infested with 
safety violations (for which the owner was 
later sentenced to prison for from 12 to 15 
years). It was the last hour for 450 per- 
sons. It was also an example of lack of 
planning, from the major exit door that 
opened inward (where some 100 bodies 
were found jaimmed), to the narrow stair- 
ways, to the inflammable decorations, 
even to the lack of planning in sending the 
victims to hospitals. 

13.24 Boston's City Hospital received 
129 .ire victims, thus greatly overloading 
its facilities. Massachusetts General Hos- 
pital received only 39 and could have han- 
dled many more. Thirty other victims were 
distributed among 10 other civilian hospi- 
tals. Seventy-eight percent were sent to 
City Hospital simply because that is where 
accident victims usually were sent. 

13.25 No one planned for the disaster 
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when masses of people would simultane- 
ously, become the victims of accident. 

THEY HAD PLANS 

^ 13.26 When an exploding ammunition 
ship faced South Amboy, N.J., with the 
same situation as Texas City, the mayor 
had a disaster plan all set to go. Immedi- 
ately the rescue operation went into high 
gear. 

13.27 Men knew where they were sup- 
posed to go, and they went there. Off-duty 
police were automatically called in. Road 
blocks controlled traffic keeping the sight- 
seers out and letting relief supplies in. 
Liaison was established, per plan, with the 
State Police and the National Guard, 

13.28 The property destruction at 
South Amboy was nearly as great as at 
Texas City ($36,000,000) but the loss of life 
was far less (31 dead). 

PLANNING PAYS OFF 

13.29 In what was termed **the most 
successful exercise . . . ever heard of in 
the United States'\ some 200,000 people 
evacuated low lying areas on the Texas 
coast to avoid hurricane Carla. 

13.30 The success and smooth function- 
ing of this gigantic movement had many 
reasons. According to the Governor of 
Texas, ''The success of evacuation was the 
result of careful planning which began 10 
years ago in the Governor's office when its 
Division of Defense and Disaster Relief 
was set up.'' A Red Cross^ official added, 

. . critics said the Government was 
pouring money down a rathole (for plan- 
ning). It wasn't^it was this plan we were 
able to use. The State has a CD plan and 
made the plan work— that is why we were 
able to do so much". 

13.31 The head of the Texas Depart- 
ment of Public Safety, when asked why 
the operation had been such a resounding 
success, answered, ''Why? It was done be- 
cause of preplanning and training". A 
county judge added, "Let people know the 
value of preplanning". In Louisiana, the 
Lake Charles Civil Defense Office stated 
that, "The biggest lesson of Carla was that 



all of the effort put into some 3 or 4 years 
of intense training and planning paid off. 
When it was needed, the organization was 
ready to roll— it was only a matter of 
calling the staff together and giving them 
the job."^ 

EMERGENCY VERSUS CATASTROPHE 

13.32 Despite differences in dictionary 
definitions, often the only real difference 
between an emergency and a catastrophe 
is — prior planning. 

13.33 Perhaps the best concrete exam- 
ple is the damage control system used by 
all major modern navies. Naval combat 
ships are not designed from the standpoint 
of wishful thinking— optimistically hoping 
that there will be no hits and do damage. 
Rather, naval vessels are designed with 
the point of view that the ship that can 
take the most punishment and still fight 
on is the ship that will survive and win 
victory. Hence, naval combat vessels have 
elaborate, but very practical, damage 
control systems. These systems include 
watertight compartments of various sizes, 
provisions for pumping, for counter-flood- 
ing to restore balance, of standby and 
auxiliary power, intensive training and ef- 
fective organization of the crew, and many 
other features. All these are the result of 
the analysis of thousands of accidents at 
sea, naval engagements, and just plain 
hard, logical thinking. Thus, when a ship 
slides down the ways it is the product of 
countless plans, not the last of which is 
planning to keep an emergency from turn- 
ing into a disaster. 

AN IMPORTANT LESSON 

13.34 You might well wonder what the 
preceding paragraphs have to do with ra- 
diological defense planning as such. How 
does the Morro Castle, the Coconut Grove, 
our Navy^s damage control systems, or 
Johnstown, Pennsylvania, relate to the 
problems of planning for civil prepared- 
ness; what do the explosive qualities of 
ammonium nitrate have to do with de- 



^ Quotes from Department of Defense, Office of Civil Defense, Hurri- 
cane Carla. p. 93. Superintendent of Documents, U.S. Government 
Printing Office, Washington, D.C. 
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fense against or recovery from nuclear 
attack? The answer is both simple and 
logical 

13.35 The cases which have been docu- 
mented above all serve as illustrations of a 
single, vital truth. Namely,^ planning con- 
sists of a two-pronged approach to a poten- 
tial problem area which can be summa- 
rized as: 

1. LOGICAL ASSUMPTIONS 

2. PRACTICAL ANSWERS 

This is no less the case for radiological 
defense planning than for any other type. 
The sole purpose of the preceding para- 
graphs has been to **set the stage'Valong 
these lines for our consideration of 
RADEF planning which will follow, 

RADIOLOGICAL DEFENSE PLANNING 

13.36 In the previous chapter, we took 
a level-by-level look at the operations of 
the RADEF organization from the basic 
monitoring station on up to the State 
emergency operating center. We will fol- 
low this same procedure in this chapter 
but, first, some general comments on 
RADEF planning are in order, 

WHERE DOES PLANNING ORIGINATE? 

13.37 Though there is obviously a need 
for careful planning in RADEF, most peo- 
ple are aware that this does not mean 
these plans can be finalized in Washington 
and shipped out to the States and local 
communities to adopt and put into effect 
On the contrary, with a country as diverse 
as the United States, a plan worked out 
for Chicago or New York will not be the 
same, indeed should not be the same, as a 
plan devised, for a farm community or a 
seacoast area. An understanding of the 
wide diversity of the United States is be- 
hind the establishment of a Federal sys- 
tem of government by the Founding Fath- 
ers, They knew that differing situations 
required different methods. This is also 
true in RADEF, for at the various levels of 
government, state, county and local, some 
radiological defense functions are similar, 
some are materially different and the em- 
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phasis on a given function may appropri- 
ately vary from level to level 

PUNNING RESPONSIBILITY RESTS ON 
GOVERNMENT AT ALL LEVELS 

13.38 At the community or urban level, 
detailed and current radiological intelli- 
gence would be essential for warning and 
directing the protective action to be taken 
by the local populace as well as for control 
of radiation exposure to personnel per- 
forming locally directed emergency and 
recovery functions as called for in the 
complete Civil Preparedness plan, 

13.39 At the higher levels of govern- 
ment, there is increasing responsibility for 
planning, coordinating, and, as necessary, 
directing protective, remedial and recov- 
ery actions and programs beyond the ca- 
pabilities of the individual communities. 
In order to perform such RADEF func- 
tions within the framework of the overall 
plan, the State, county or local level needs 
areawide intelligence which is dependent 
upon reliable monitoring and reporting, 

13.40 Each State has the major respon- 
sibility for planning, development and im- 
plementation o)F Civil Preparedness pro- 
grams, and intrastate administration of 
Federal assistance for development of 
emergency operation capabilities at local 
to State levels, 

13.41 Although the State plan need not 
present complete detail of all purely local 
radiological defense operations, local capa- 
bility is a prime requisite for successful 
statewide operations and must be pro- 
vided for as a part of the more basic State 
plan. Having a State plan is, alone, just 
not enough, 

NOTE 

Don't forget: The primary responsibil- 
ity for Civil Preparedness planning, 
and therefore RADEF, rests with the 
primary legal authority for ivhatever 
government unit is involved. 

13.42 Once again, planning is the re- 
sponsibility of the Coordinator of Civil Pre- 
paredness at each level. In large or com- 
plex jurisdictions, a special planning 
group might be established to assist the 



director in making the plan. This special 
group should work with him (or his dep- 
uty). The members of such a group gener- 
ally should be relieved from all, or many, 
of their other duties to give major time 
and attention to planning. 

NOTE 

When authenticated by the proper offi- 
cial, acting within the legal purview of 
his authority, the Civil Preparedness 
operational plan bears the full force of 
law, 

13.43 Remember, a sound planning cy- 
cle is a continuous planning cycle. There 
are excellent reasons for this. 

NO PLAN WILL EVER BE COMiSLETE OR 
FINAL 

13.44 Many wars have been lost be- 
cause generals learned their lessons too 
well and formed their plans too firmly. The 
lessons they learned were from the pre- 
vious war. They analyzed the tactics, they 
studied the success and defeats, the ad- 
vances and retreats. They would never 
make those mistakes. And they never did. 
They made new mistakes because, while 
learning their lessons, and building plans 
on the basis of those lessons, the world 
was.changing. New methods were appear- 
ing. Thus, the French army in World War 
I, learning well the lessons of the previous 
Franco-Prussian War, determined to at- 
tack, attack, always attack. Unfortu- 
nately, the introduction of machine guns, 
barbed wire, heavy artillery, and other 
new weapons gave the advantage to the 
defense. When the pride- of France broke 
against the German defenses in Alsace- 
Lorraine, the war then passed into a 
phase dictated not by old plans but by new 
weapons. Thousands of lives were^ lost to 
gain a few yards of soil. Any lessons based 
on the early phase of World War I would 
equally have been incorrect during World 
War II, for the tank, self-propelled artil- 
lery, and parachute troops gave the initia- 
tive once again to the attack. 

13.45 Yesterday's plans often do not fit 
today's problems, and those who will not 
lift their eyes from the plans to take a 



hard look at reality may be doomed to face 
disaster. 

13.46 Anyone could produce a plan, for 
example to counter the Texas City disas- 
ter now that it is history. The real trick 
would have been to plan for it before it 
happened as was done in South Amboy. 

NOTE 

Remember, the difference between 
emergency and castastrophe is plan- 
ning! 

MONITORING STATION PLANNING 

13.47 If Mr. Jones, newly appointed 
RADEF Officer for the town of Anywhere, 
U.S.A., were to address himself to the 
question of planning for the monitoring 
network which he feels is necessary to 
support his radiolo,p:ical defense effort, the 
logical starting poiat might well be taken 
as the determination, in view of popula- 
tion and geography, of the total number of 
radiological monitoring stations he will re- 
quire. This may be logical but it is also 
wrong! The correct starting point would 
be a careful perusal of RADEF plans al- 
ready in existence for his city or his coun- 
try or even his State. 

13.48 Every State has an emergency op- 
erations plan already in existence. Some 
plans are better than others and, logically, 
some RADEF annexes to these plans are 
more complete than others. But, in any 
event, before Mr. Jones does any planning, 
he should check to see how much planning 
has already been done. If he disagrees 
with the plan, he has just discovered his 
real starting point for building up a 
RADEF capability for the town of Any- 
where, U.S.A. 

13.49 But suppose, for the sake of argu- 
ment, Mr. Jones found a well-conceived 
RADEF annex to his existing area Civil 
Preparedness plan, one which spelled out 
requirements, locations, numbers of mdfii- 
tors and so forth in complete and correct 
detail. Suppose, further that he inherited 
a going monitor instruction program, had 
all the equipment he required and had a 
long waiting list of people begging him for 
a chance to be radiological monitors. Give 
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him hi? full quota of monitoring- stations, 
all with a protection factor of 100 plus 
twoway radios ixs well as telephones. 
Would it be possible for him to still have a 
monitoring station problem in the midst of 
all this plenty? 

13.50 The answer, of course, i.s yes. He 
would have a very definite problem in 
spite of all the RADEF assists spelled out 
above if he could not point to at least one 
more plus feature, that of a functioning 
program of instrument maintenance, re- 
pair and calibration. His other enviable 
RADEF assets would not count for much 
in an ^er gency if only, say, 20% of his 
n^onitof5||^quipment could be either op- 
erate,tf'orTHked upon. 

SHELTER MONITORING PLANNING 

^-1^1 Anywhere, U.S.A., has a suffi- 
cient ^n.umber of public shelters and the 
most marginal protection factor in any one 
of them is at least 100. Adequate equip- 
ment is available and already in place in 
each shelter to permit it to perform its 
self-protecting monitoring function. Mr. 
Jones was pleased when he learned this, 
but he was doubly pleased when he also 
learned that there was no personnel re- 
quirement for monitors, every shelter had 
its full quota. Now, perhaps, he can move 
to one of his other RADEF problem areas? 

13.52 If he does move away from shel- 
ter monitoring at thi? point, he could be 
making a very big mistake. The availabil- 
ity of a facility, the required equipment 
and the personnel to operate it are all 
essential ingredients to a RADEF capabil- 
ity, true enough, but they are not suffi- 
cient to guarantee it. A fourth factor is 
required, an all-important factor, and that 
is training, 

13.53 But let's say that Mr. Jones in- 
vestigates and finds that his local plan 
calls for a systematic series of field exer- 
cises on a regular basis. One exercise se- 
ries has just concluded and every single 
monitor passed with flying colors. They 
demonstrated a firm grasp of reporting 
requirements. Surely, this would indicate 
that training is maintained at an ade- 
quate level. ^ ' 
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13.54 Yes, it does, but only if Mr. Jones 
wants to ignore the potential need for 
performing tasks outside shelters. We can 
be reasonably sure he won't, though, be- 
cause he recognizes there is more to moni- 
toring than just taking readings and re- 
porting them. We can rest assured that 
our Mr. Jones will see to it that his plan 
provides for adequate and continuous dis- 
semination of such important instruction. 

EMERGENCY OPERATING CENTER 
PLANNING 

LOCAL AREAS 

13.55 By the time he began to review or 
prepare the portion of the local plan which 
deals with his own EOC, Mr. Jones had 
learned quite a few lessons about not leav- 
ing anything to chance. He approached 
this task carefully and thoughtfully, mak- 
ing certain, first of all, that the selected 
facility was adequate both from the stand- 
point of sufficient space as well as suffi- 
cient space foTThe cTisplay of RADEF data. 

13.56 Further, he made sure that there 
would be provision for an adequate staff of 
plotters and analysts as well as communi- 
cation personnel. When he realized that 
these people had to be trained, provided 
with forms, pencils, paper, pencil sharpe- 
ners, food, water, etc., etc., he began to 
worry about the size of the job which faced 
him as RADEF Officer. 

13.57 One night he sat bolt upright in 
bed with the shocked realization that al- 
though he had taken care of all of these 
many items in his EOC planning, he did 
not know the protection factor of the 
building which would house the center! 

13.58 He had, he realized, just taken 
the appearance of the building at its face 
value and assumed that its protection fac- 
tor would be satisfactory. He recognized 
the enormity of his mistake immediately 
and lost no time the next day before ask- 
ing and learning that the protection factor 
was more than adequate (much to his re- 
lief). 

13.59 But he did not recognize his real 
mistake until it was pointed out by his 
wife when he told her what had happened, 
or rather, what could have happened. 
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"George/' she said> ''\Vs simple. You need 
an assistant and that's all there is to it!*' 
She was right, of course, because George 
Jones had made a very human mistake, 
one which is not confined to the ranks of 
Radiological Defense Officers either. He 
had simply failed to notice the point at 
which he was '^spreading himself too thin'' 
and his RADEF plan encompassed more 
area than one man could handle, 

13.60 While in the State capital on a 
, business trip, George Jones dropped in. on 
'the State Radiological Defense Officer to 

renew their acquaintance and in the 
course of their conversation told him how 
well Fred Green, the new Assistant 
RAD^F Officer for Anywhere, U.S.A., was 
working out in the job. He mentioned the 
series of events which had led to the ap- 
pointment and was intrigued to hear the 
expression, '^unmanageable span of con- 
trol," used in reference to his problem. 

13.61 It was an exceptionally apt de- 
scription, he concluded as he drove home 
that evening, and this set him to thinking 
in terms of the span of control of his own 
local RADEF organization. He had dis- 
cussed "span of control" (although not in 
such a precise term) sufficiently with Fred 
Green to assure himself that it did not 
represent a problem to their organization. 
As he turned into his driveway, however, 
he was struck by the sudden thought that 
this comfortable situation might not be 
true of the County Emergency Operating 
Center to which his organization reported. 
He decided to look into the matter further 
at his earliest opportunity. 

13.62 Three months later, the Any- 
where, U.S.A., Emergency Operating Cen- 
ter was duly entered in the State Civil 
Defense Plan and all other supporting doc- 
uments. George's suspicion had proved to 
be correct, something that the County 
Civil Preparedness Coordinator had been 
thinking of himself for some time. He had 
recognized that the analysis load thrown 
on his own RADEF organization would 
simply be too large to handle if an emer- 
gency should occur during the evening 
hours, a time when the bulk of the popula- 
tion in the county had redistributed itself 



into a series of small suburban communi- 
ties, each with its own little EOC. 

13.63. In explaining his situation to 
George Jones, he ruefully acknowledged 
that all initial planning had been based on 
the concept of a daytime emergency and 
for many months no one had thought to ex- 
amine the county RADEF setup in terms 
of how it would function in the evening 
hours. He went on to point out that the 
mistake had been uncovered, interestingly 
enough, through the reappraisal of appar- 
ently inadequate means of alerting certain 
key operating personnel during the eve- 
ning hours. This had led, in turn, to the 
interesting discovery that a surprising 
number of his volunteers had accepted 
equivalent assignments in their own home 
communities, some of which were as far as 
twenty-eight miles away from the county 
seat. The County Coordinator acknowl- 
edged that all of these people had advised 
his office of their decision and, further, 
that his office had complete records of 
these facts. When his secretary had cas- 
ually mentioned that they seemed to be in 
for a rough time if an emergency should 
ever start in the evening, though, he sud- 
denly realized that his fine daytime 
RADEF organization would be a desper- 
ately overworked group if it ever had to 
commence functioning during the night, 

13.64 As he worked with George Jones 
on the new plans which called for several 
of the newer local EOC's to report to the 
Anywhere, U.S.A., Area Emergency Oper- 
ating Center rather than to the County 
EOC, the phrase, ^^reduce the span of con- 
trol to manageable proportions," was 
heard over and over a^^in because it is 
such an apt expression of the purpose of 
an area EOC. 

13.65 George Jones realized that the 
work he had done with the County Coordi- 
nator would be extremely worthwhile for 
the county as a whole even though it 
meant that his own RADEF organization 
was taking on a substantial added respon- 
sibility in receiving, analyzing, summariz- 
ing and reporting the additional data 
which the several local operating centers 
would be sending in. In view of the 
changed situation, he knew that his own, 
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personal span of control and Fred Green's 
as well had both been stretched past the 
danger point and something would have to 
be done about it. He and Fred would have 
to review their entire tables of organiza- 
tion as well as all their initial planning 
concepts. Undoubtedly, at least one new 
assistant would be required, perhaps even 
two, ''One thing is certain, thought 
George Jones, ''if I have to make mistakes 
in this RADEF work, at least Tm going to 
make new mistakes!'' 

13.66 The County Coordinator reflected 
that the new plans growing out of his 
efforts with George Jones were a big, help 
in more ways than one. Now he had more 
time to devote to an item which he had 
never felt was all it should be, specifically, 
the county's radiological monitoring net- 
vwork. There was a perfectly adequate 
number and distribution of urban monitor- 
ing stations, true enough, but he was not 
completely satisfied with his setup in rural 
and mobile monitoring. After all, the prob- 
lems of a county EOC could be consider- 
ably more complex than those of a local 
EOC in that county-type RADEF prob- 
lems had to be approached from the stand- 
point of area as well as population. Al- 
though this could be true for a local EOC it 
was ahoays true for a county EOC. 

13.67 The more he thought about it, the 
more the County Coordinator was con- 
vinced that a county EOC was practically 
a State EOC on a smaller scale. 

13.68 He was certain, for instance, that 
the State Civil Preparedness organization 
had an easier time with maps than he did 
because the Highway Department had 
complete up-to-the-minute information on 
every road in the State, all new construc- 
tion, road conditions, etc., etc. As a matter 
of fact, the County Division Office of the 
Highway Department (which was located 
just down the hall from his own office) was 
the proud possessor of one of those master 
maps that the State used in its highway 
maintenance and construction program. It 
was a real beauty, showed everything that 
anyone could possibly want to know about 
roads in the State. And it was so much 
better than the maps that he and his 
mobile monitors were using. . . . 
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13.69 "Just a minute!" he thought, 
"Why not use that big camera over in our 
County Records Section and make copies 
of their map for ourselves?" 

13.70 The more he thought about the 
idea, the better he liked it. In the first 
place, there simply 'wasn't any better map 
available anywhere, either in or out of the 
State, Second, he ticked off, it will be 
maintained by an outside organization 
and every time a major change occurs, a 
new set of maps can be produced in just a 
very few minutues. Third, he realized, it 
would be an invaluable addition to the 
resources of his operations center. He de- 
cided to lose no time in putting his plan 
into effect. 

13.71 When the first copies of the State 
Highway Department's map were deliv- 
ered to his office, the County Coordinator 
lost no time in looking them over. He 
decided that the quality of reproduction 
was very good, that the maps would fill his 
requirement perfectly. Inspecting the 
maps a little more closely, he noticed that 
the span of roads which would connect 
with the new bridge to be built in a neigh- 
boring county were just about complete, 
even though work had not yet begun on 
the bridge itself. He was reminded of a 
conversation he'd had with George Jones a 
few days before in which George had been 
telling him what a boon the new bridge 
would be. George, had mentioned that his 
delivery trucks had a choice whenever 
they had a stop to make in the next 
county. They could drive ten miles upriver 
on a road that was only fair to get to the 
closest bridge or they could drive eighteen 
miles downriver on a very good road and 
make their crossover there. The new 
bridge couldn't go up too soon, a.s far as 
George Jones was concerned. 

13.72 A sudden thpught hit the County 
Coordinator. 

13.73 He never could think about 
George Jones very much without also 
thinking about ''span of control" which 
always led him, in turn, to consider 
George's area EOC and how well the plan 
was work^ing out in actual practice. The 
words, "area EOC" and the fact that he 
had just been thinking about his mobile 
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monitoring a few seconds before were the 
two things that sparked his idea. He 
looked at the map once more. There it was! 

13.74 If George Jones' trucks had to 
travel either ten or eighteen miles to cross 
the river, why then so would the mobile 
monitoring teams sent out by the County 
Coordinator of the next county! 

13.75 "But if the area on our side of the 
river were to be monitored by our own 
teams,'' he mused, ''then our neighbors 
wouldn't have to make those long trips 
just to get across the river. We're already 
across the river as far as they are con- 
cerned. Why couldn't we take this area 
over and monitor it for them? If we did 
take over, our crews would be receiving 
only a fraction of the radiation exposure 
which their crews would be getting!" 

13.76 Little did the County Coordina- 
tor, realize that his idea would produce 
the first sub-state EOC in his state and, 
further, that his own county EOC would 
become it! He could see the basic reason- 
ing behind the move, however, once it had 
been explained to him because, after all, 
he would be taking over just about half of 
the area monitoring work of the neighbor- 
ing county and so might as well take over 
area RADEF control as well. He had been 
a little skeptical about the manpower re- 
quirements represented by the new re- 
sponsibility, but was pleasantly surprised 
to learn that he would be getting a boost 
from the State EOC in the training of 
additional monitors because the State cen- 
ter expected to have him take over addi- 
tional area responsibilities as soon as he 
was organized to handle them. 

13.77 **One lesson I've learned from 
this," he told George Jones when describ- 
ing the new RADEF plan to him later on, 
"is that you never can really forget about 
that 'span of control' idea that you were 
the first to point out to me. Even though 
this latest move had its beginning idea 
completely outside such a concept, it was 
still a case of reducing the span of control 
to manageable proportions^ at least so far 
as the State EOC was concerned." 



STATE EMERGENCY OPERATING CENTER 
PLANNING 

13.78 Some weeks later, the State Ra- 
diological Defense Officer dropped in on 
the County Coordinator to see how his new 
Substate EOC planning was shaping up. 
He was, of course, particularly interested 
in any RADEF developments which might 
be of use to him in his role of RADEF 
advisor to other EOC's within the State. 
He didn't really expect to pick up anything 
so far as his own operation in the State 

^EOC was concerned because, after all, it 
had been a going concern for at least 2 
years and a great deal of time and talent 
had been devoted to making it so, 

13.79 As the County Coordinator was 
showing him the new setup, he noticed two 
transparent plastic panels which had been 
vertically mounted on sturdy pairs of legs. 
The panels were pushed back in a corner 
out of the way and were apparently with- 
out any use that he could discover. He 
inquired about them. 

13.80 "Oh, that's my own, personal lit- 
tle brain-child," said the County Coordina- 
tor, **and I don't mind telling you I'm sort 
of proud of it, too, even though I don't 
know anyone who uses a similar system. 
You see, I was having some real difficul- 
ties in the trial runs we had held here 
insofar as using the information we had 
plotted and analyzed. There was too much 
confusion in trying to maintain a current 
display of the RADEF situation while it 
was in use by the director and members of 
his staff. 

13.81 "These plastic panels are the an- 
swer to the problem," he went on. "Tomor- 
row morning, a man is coming in to paint 
the outline of our control area, plus the 
major features such as roads, the river, 
and so forth, on each panel. In an actual 
exercise, the panels will be out in the 
center of our operating area so that e 'er- 
yone who has to can see them. Our Plot- 
ters will use grease pencils and, writing 
backwards, will spot in exposure informa- 
tion on one and exposure rate information 
on the other. Our Analysts," he continued,, 
"will be in front of the panels and they will 
also use grease pencils to draw in contours 
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as well as add any other information 
which we might need in a graphic form. Of 
course there are many ways to display the 
data and this only represents one way/' - 

13.82 "Say, now/' exclaimed the State 
RADEF Officer, "this is really something: 
As a matter of fact, I think I might even 
become the first official thief of your idea 
because it strikes me as a refinement 
worth introducing, into our State EOC! 
You can appreciate how much I need such 
a system if you need it to control a piece of 
the total area that I have to worry about. 
It just goes to show that no plan is ever 
really final and that includes first of all, 
our own State Plan.'* 



ONE FINAL WORD 

13.83 No operations plan, however 
sound in concept and complete in detail, is 
of much value if it is untested or untried. 
The readiness posture of a plan is meas- 
ured by its ability to be implemented. 
Therefore, each operational plan should be 
subjected to one or more tests as a part of 
the planning cycle. Plan tests should be 
made as realistic as possible, and each test 
should be evaluated by qualified observers 
as well as by the participants. Following 
the test, an evaluation report should be 
made. The report and evaluation should be 
used as the basis for revision and the start 
of a new planning cycle. 
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CHAPTER 14 



PAPER PLANNING'' OR REAL RADEF? 



To implement the RADEF plan, of 
course, a variety of elements is required. 
It is necessary to have equipment and a 
facility in which to stor6 and use it, that 
much certainly is obvious. Further, the 
equipment and the facility cannot do much 
by themselves, putting them to use takes 
people, sometimes a rather large number 
of people, to say nothing of money. And, 
finally, these people must have some idea 
of what they are to do -or else the equip- 
ment will remain inert and the facility will 
be without purpose. This is just another 
way of saying that RADEF personnel need 
training. 

But what should come first, where is the 
starting point? How can you tell- when you 
have a balanced RADEF team? How do you 
maintain a RADEF capability once it is es- 
tablished? And so forth. 

The objective of this chapter, then, is to 
put these various essentials of an effective 
RADEF plan into their proper perspective 
, , , to demonstrate what is necessary to 
breathe life into a paper plan and turn it 
into an honest-to-goodness RAD5.F, capa- 
bility. 

INTRODUCTION 

14.1 We saw in Chapter 13 that planning 
can spell the difference between an emer- 
gency which is promptly dealt with on a' 
systematic basis f^nd, on the other hand, 
an utter catastrophe. We saw that plan- 
ning guides us to the best use of all availa- 
ble resources, and, ultimately, helps save 
lives. We saw that effective planning re- 
quires organized, equipped, trained per- 
sonnel as an essential ingredient. We be- 
gan to see that all this requires money. 

14.2 Now we are ready to break this 
planning ingredient down into its essen- 
tial parts. These are the basic tools of 



RADEF planning and an effective 
RADEF organization. There are four of 
them. 

EQUIPMENT— FACILITIES— PERSONNEL- 
TRAINING 

We will examine these four items in 
sequence in this chapter. As we do so, it 
would be well to remember that these 
requirements do not come* from inspira- 
tions or visions. They come, instead, as a 
result of the planning process which is, in 
turn, a two-step procedure. 

14.3 To repeat our summary of these 
two steps, the first consists of the estab- 
lishment of some reasonable, sensible, 
well-thought-out, practical assumptions. 
The second step is one of meeting these 
assumptions with reasonable, sensible, 
well-thought-out, practical answers. 

EQUIPMENT 

14.4 In considering the question of ra- 
diological . instruments and equipment, it 
immediately becomes apparent that one of 
the first questions to be answered is, 
"what kind and how much?" as well as, 
**where can we get it?'^ 

14.5 To answer the last question first, 
the Defense Civil Preparedness Agency 
has made radiological equipment available 
to the States through their duly consti- 
tuted Civil Preparedness organizations. 
This is a **through official channels'' type 
of exercise and therefore a detailed pres- 
entation of the fifty different channels is 
obviously outside the scope of this discus- 
sion. 

14.6 Although a detailed answer to the 
first question in paragraph 14.4 is even 
further outside our scope, it is neverthe- 
less possible to demonstrate an important 
point about RADEF planning in offering a 
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comment on it. Specifically, the answer 
should lie in your (ywn plan or its RADEF 
annex and, if it doe? not, then that plan is 
drastically in need of additional work! 

14.7 The fact thui such an answer 
should be found in an existing plan also 
highlights another feature of planning. 
The elements of a plan are interdependent 
and interrelated if the plan is a good one, 
and further, if any one of these elements 
should change or alter in any way, such a 
change should be the signal for a reap- 
praisal and possible revision of the plan. 

14.8 .In considering equipment require- 
ments for a particular radiological defense 
area, it is important to remember that this 
does not merely mean operational equip- 
ment but, in addition, includes training 
equipment. In this regard, an individual 
responsible for a DCPA Training Source 
Set must hold a Byproduct Material 
User's Certificate from his respective 
State. And here, incidentally, is further 
proof of the interaction of ostensibly sepa- 
rate elements in the RADEF plan. 

14.9 Not only is the RADEF Officer re- 
sponsible for obtaining the required opera- 
tional equipment and making sure that 
sufficient training equipment is available, 
he is also responsible for maintenance. To 
this end, a "chief monitor" -hould be ap- 
pointed for each monitoring station. Fur- 
ther, supplementary instruments might be 
reasonably required and it is up to the 
RADEF Officer to determine if this is the 
case as well as to prepare the necessary 
justification to obtain them. 

FACILITIES 

14.10 If a RADEF plan is to be capable 
of execution, there must be a sufficient 
number of radiological monitoring stations 
and communications over which they can 
make their reports. The RADEF Officer is 
responsible for converting a number on a 
piece of paper (the local area RADEF 
plan) into a real monitoring and reporting 
network. 

14.11 Since this monitoring and report- 
ing network will not be worth much with- 
out a place to receive such reports, this 
leads the RADEF Officer next to the facil- 



ity for his local EOC. He must also have 
radiological monitoring for community 
shelters under close control. While some of 
these community shelters might presum- 
ably be a part of his regular monitoring 
network in addition to their mission or 
RADEF protection for the shelter, others 
will not. But in any event he will be re- 
sponsible for the adequacy of the facility 
insofar as it concerns any aspect of 
RADEF, 

14.12 Protection factor is, of course, of 
paramount importance in determining the 
suitability of a RADEF facility and this is 
another area for which the RADEF Offi- 
cer is respojisibe. He must assure himself 
that each facility which has been mapped 
in as a part of the RADEF operation has a 
sufficient protection factor. In addition to 
protection factor, an important feature of 
such facilities will be their ability to fit 
into the local communications plan. In 
other words, each facility which is selected 
and added to the overall RADEF network 
must be capable of carrying out its as- 
signed function while simultaneously per- 
forming the vital task of self-protection. 

14.13 Before leaving the question of fa- 
cilities, a word on arrangements for emer- 
gency food and water for monitoring per- 
sonnel would be in order. 

14.14 Food and water stocks, it could be 
claimed, are not really a part of the consid- 
eration of a facility. It could be argued 
equally well that food and water are cer- 
tainly not radiological '^equipment". The 
point is, however, no matter what label is 
placed upon these two commodities, hu- 
man beings cannot exist or function very 
long without either one. Thus it behooves 
the RADEF Officer to make certain that 
his facilities have adequate stocks of these 
items. 

PERSONNEL 

14.15 One of the largest contributing 
factors to RADEF personnel requirements 
is found in the radiological monitoring net- 
work. 

14.16 Once again, the particular local 
Civil Preparedness plan or its RADEF an- 
nex should provide the explicit answer to 
this question and, if it does not, the prob- 
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lem is not one of the monitoring network 
but rather one of completing the plan first. 
Although the final answer to this question 
must remain a local one to be based upon 
population, industrial distribution, geog- 
raphy and the like, there are, neverthe- 
less, certain criteria which can be used. 
Federal and State governments periodi- 
cally issue guidelines on the number of 
monitoring stations needed in rural and 
urban areas. This information should be 
considered only as a starting point in eval- 
uating the RADEF monitoring network 
requirements because final answers will 
always depend upon the individualities of 
the particular local area in question. 
NOTE 

Do xjoii think in terms of so many men 
for this job, so many men for that one, 
or so many 'men in the EOC, and so 
forth? If you do, then . . 

STOP RIGHT NOWi 

There are millions of intelligent, sin- 
cere, capable women in oilr country. 
There are undoubtedly thousands in 
your own RADEF area. Be sure that 
you remember this in your planning 
and personnel recruitment activi- 
ties!!! 

14.17 As a general rule, RADEF per- 
sonnel should. be selected primarily from 
State and local government employees. 
This will provide all the advantages of 
working on the basis of an existing organi- 
zational framework. For monitors, it is 
suggested that firemen. State highway pa- 
trolmen, highway maintenance personnel, 
their auxiliaries and their reserves be se- 
lected for training. Further, radiation 
monitoring should be included as a part of 
the basic training for all new recruits in 
these services and refresher monitor 
training should be routinely scheduled for 
all personnel. To suppleL ent this initial 
cadre of monitors, high school and college 
science teachers, selected State, county, 
and municipal employees in the engineer- 
ing, sanitation, welfare, and health serv- 
ices could also be selected for monitor 
training. 

14.18 In areas where monitoring sta- 
tions have been established in industrial 
plants, hospitals, commercial buildings 
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and other facilities which have an ade- ^ 
quate protection factor, appropriate per-' 
sonnel who are normally employed at 
these facilities represent another excel- 
lent source of monitors. 

14.19 In rural and suburban areas 
where a home shelter may have been des- 
ignated as a part of the monitoring and 
reporting system, members of the family 
who will occupy the shelter should, if pos- 
sible, be recruited as a part of the RADEF 
organization. 

14.20 Once again, since a large cadre of 
monitors will be needed, the selection of 
personnel for training should be fairly 
broad. Remember that women, as well as 
men, can perform a very significant role in 
monitoring, and certainly should not be 
overlooked in any recruitment effort, 

14.21 For decontamination training, se- 
lection of key personnel should be primar- 
ily among the fire, sanitation, public works 
and engineering services. However, selec- 
tion should also»be extended to those per- 
sonnel who operate street sweeping and 
flushing equipment, road graders, scrap- 
ers, and earth moving and demolition 
equipment. Selection of such key person- 
nel will be from State, county, and munici- 
pal employees, but should also be extended 
to others such as highway construction 
contractors, since most of the equipment 
needed for decontamination work will be 
found in these areas to say nothing of a 
ready source of personnel trained in its 
use, 

TRAINING 

14.22 There are two basic areas of 
training, the training of monitors and the 
training of the RADEF staff. The latter is 
of particular importance for it is impera- 
tive that the leadership staff be provided 
in order to form a seed-bed for providing 
further training to other personnel. 

RADEF OFFICER AND RADIOLOGICAL 
MONITORING FOR INSTRUCTORS 
TRAINING 

14.23 Local and State jurisdictions 
have the responsibility for obtaining 
trained Radiological Defense Officers. 
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Upon completion of his training, the 
RADEF Officer provides instruction to the 
people who have been selected for his 
RADEF staff and the monitors needed in 
his community. 

14.24 Be sure you don't overlook the 
resource represented by the capabilities 
existent in the Armed Forces to supple- 
ment monitor training resources. 

14.25 As monitors are trained, the 
RADEF Officer should assign them to a 
specific monitoring station for operational 
purposes. Generally, monitors should be 
assigned to facilities which are near where 
they normally work or reside. Each moni- 
tor will be ordered to report to his desig- 
nated shelter or monitoring station in an 
emergency. All monitors should be in- 
structed to find some shelter in the event 
they cannot reach their assigned station. 
In addition, provision must be -made for 
the families of monitors, both as a morale 
factor and also by way of avoiding possible 
confusion during an emergency. 

14.26 Upon completion of his training, 
each monitor will be furnished a HAND- 
BOOK FOR RADIOLOGICAL MONI- 
TORS, FCDG-E-5.9 containing detailed in- 
structions for monitoring and reporting 
operations as well as special instructions 
concerning his responsibilities for dealing 
with routine and emergency radiation con- 
ditions. DCPA will provide these manuals 
for distribution to the monitors. 

14.27 Continuing training of monitors 
to provide for personnel attrition and re- 
fresher training of monitors^^on an annual 
to 6 months basis should be arranged for 
by th^ local RADEF Officer. 

14.28 The following paragraphs provide 
a summary of some important points for 
persons concerned with establishing 
RADEF training programs, either for ra- 
diological mor:„ors or for the RADEF 
staff. 



TRAINING REQUIREMENTS 

14.29 The first step is to find out what 
we need in the way of training. We must 
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determine how many monitors we need. To 
do this it is necessary to analyze the local 
RADEF .plan since training requirements 
will stem from the assessment contained 
in the plan. (If no plan is available, one 
should be developed first.) 



RECRUITMENT OF RADEF PERSONNEL 

14.30 After we have found how many 
trained personnel are needed, it will be 
necessary to recruit the manpower for 
training. By far the best sources will be 
full-time municipal, county and State em- 
ployees. Since they are also one of the best 
sources for Civil Preparedness personnel 
other than RADEF, coordination will be 
necessary to avoid conflicting assign- 
ments. Another possible difficulty is that 
RADEF activities have no exact counter- 
part in existing governments.. In other-?- 
words, the Civil Preparedness plan which 
fits the police force into the law and order 
role or the sanitation department into the 
decontamination role during an emer- 
gency will not find a ready-made govern- 
mental activity which fits RADEF activi- 
ties. 

NOTE 

It is important, both for motivation 
and realism in training, that the stu- 
dent have an assignment based on the 
RADEF plan BEFORE he begins 
to undergo training. 



TRAINING LOCATION 

14.31 The courses should be taught in 
locations convenient for the students — 
since many will presumably be volunteers, 
it is doubly important that all impedi- 
ments to training, such as distant places 
and inflexible or inconvenient class hours, 
be removed. If on-the-job training can be 
arranged with local government authori- 
ties, this will materially aid in the rapid 
training of monitors and others. 



TRAINING LOGISTICS 

14.32 It is important that training 
equipment be ordered at the earliest mo- 
ment after training requirements are de- 
termined, and that the necessary user per- 
mits needed for handling Training Source 
Sets be applied for. The Defense Civil Pre- 
paredness Agency provides a **Radiologi- 
cal Monitoring Training Package/' K-24 
which includes an Instructor Guide, and 
supporting visual aid material. This, too, 
should be obtained without delay and in 
sufficient quantity. 

TRAINING ASSISTANCE 

14.33 It is vital that liaison be estab- 
lished with all agencies, public and pri- 
vate, that can offer assistance in teaching 
or recruitment. Whatever instructor capa- 
bilities already exist on the local level 
should be appraised and utilized. Find out 
from the already existing Civil Prepared- 
ness organization what is available. Other 
cities in your area may have a fully func- 
tioning organization with a number of 
qualified instructors. There's no advan- 
tage in 'Agoing it alone" so, if you can get 
help from outside your immediate jurisdic- 
tion, don't hesitate to take it. After all, 
fallout will not recognize any boundaries. 

TRAINING METHODS 

14.34 As we have seen, we are not 
training just for training's sake nor are we 
training to increase theoretical or aca- 
demic knowledge. We are training for spe- 
cific jobs. Hence, the selection of course 
content material should aim at: 

training to do a particular job 
training to instill desirable habits 
training to enhance operational knowl- 
edge 

To achieve these ends, course material 
should stress student participation. Pas- 
sive lecture methods should be avoided in 
favor of the active approach featuring 
demonstration, exercises, laboratory, and 
question and answer methods. Teaching 
aids, models, slides, films, vugraphs, flan- 
nel boards, and other visual aids should be 
used when they support learning as an 
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end in themselves. Incidentally, one of the 
most important things to do when using 
such equipment is to check it out in ad-,, 
vance; be sure it works, and that you know 
how to use it. 

TRAINING EVALUATION 

14.35 It is important that there be fre- 
quent tests of skills learned in the training 
courses. Such evaluation should be on pro- 
ficiency — through demonstration — rather 
than student reproduction of academic or 
theoretical knowledge. Make it realistic 
should be the guide to effective training 
and evaluation of such training. 

NOTE 

The best things in life may be free, but 
building and training a RADEF or- 
ganization is not! At any level of gov- 
ernment^ there is a requirement of 
budgeting for RADEF. DON'T FOR- 
GET TO PUT RADEF IN THE 
BUDGET! 

A BIRD'S-EYE VIEW OF RADEF 

14.36 It's no secret to anyone who has 
had any contact with radiological defense 
that, as a subject, it is technical and it is 
complex. Although a single individual as- 
signment can be presented in a relatively 
simple, straightforward manner, the sum 
of all such assignments covers a very wide 
range of knowledge and presents a rather 
complicated picture. 

14.37 This situation leads us to a single 
simple question, ''Who will tie all these 
loose ends together?". We have radiologi- 
cal instruments, monitoring stations, shel- 

.ter radiological requirements, training 
source sets, data to be plotted, curves to be 
drawn, reports to be received, reports to 
be sent, the list is literally endless and yet 
some sort of knowledgeable coordination 
must take place between all these facets 
and elements and bits and pieces. 

14.38 For the sake of argument, let's 
consider what would be necessary if we 
were to decide to go into a manufacturing 
business. Let's for example, make it furni- 
ture manufacturing. Immediately we real- 
ize that we need someone who knows 
something about building furniture. This 

183 



leads us to a conclusion that he should 
also know something about the wood and 
other materials which will be required, 
where to find them and how to use them. 
He must be aware, of the availability and 
uses of a whole variety of special tools. 
And he must know a great deal more as 
well. We are aware of how foolish we 
would be to hire cabinet makers, salesmen, 
clerks, and so forth until we were certain 
we had our man who knew the furniture 
manufacturing business. This example is 
so obvious it's almost ridiculous, isn't it? 

14.39 But it is not ridiculous when the 
radiological defense parallel is drawn be- 
cause it is surprisingly easy to become 
bogged down in the many technical consid- 
erations of RADEF work and, as a result, 
lose sight of a basic fact. That fact is: 

Monitors, facilities, instructors, in- 
struments, communications, decon- 
tamination teams, RADEF plans and 
all the rest of it do not constitute a 
radiological defense capability . . . 
unless . . , 

RADIOLOGICAL DEFENSE OFFICERS 

are available to tie the package to- 
gether into the real countermeasure 
for survival that RADEF is meant to 
be. 

Just as most other facts can be ex- 
pressed in corollary terms, this one 
can be -"given such expression with 
equal ease. The corollary is: 

Provided that there are sufficient 
RADIOLOGICAL DEFENSE OFFICERS 

available, a radiological defense capa- 
bility is in process of building, regard- 
less of inadequacies in any other 
RADEF area. 

14.40 These facts can be expressed on a 
national scale as well as a purely local one. 
Our national RADEF capability requires 
facilities, monitors, instruments and many 
other elements of survival in the nuclear 
age . . . and must include a cadre of capa- 
ble, trained Radiological Defense Officers. 
With such a group, we can have a national 
RADEF capability but without it, never. 



RADEF OFFICERS ARE MADE, NOT BORN! 

14.41 There is no such thing as being 
appointed an expert on any given subject 
and radiological defense is no different 
from any other subject in this regard. The 
only road to becoming a Radiological De- 
fense Officer is study and training. 

14.42 But what about Joe Smith who 
has just received his doctorate in, of all 
things, nuclear physics? Can't we at least 
recognize him as a Radiological Defense 
Officer because of his provable knowledge 
of atomic structure, fission, radiation, cur- 
ies and things like that? 

14.43 No, we cannot recognize Doctor 
Joe Smith, nuclear physicist, as a Radiol- 
ogical Defense Officer unless he has been 
trained as a Radiological Defense Officer, 

14.44 The point may seem obvious but 
it is nevertheless very well taken. Cer- 
tainly there is nothing wrong with having 
a RADEF Officer who is also a nuclear 
physicist, no more so than there is any- 
thing wrong with" having one who is a sci- 
ence instructor, industrial scientist, or an 
engineer, but none of these individuals will 
be a RADEF Officer until he has actually 
been trained as such. 

14.45 Along these general lines, it is a 
good idea to remember that the DCPA 
courses which lead up to qualifying as a 
RADEF Officer have been developed with a 
view toward providing the technical infor- 
mation which will be required to do the job. 
The individual is, of course, expected to 
carry out a certain amount of independent 
study as well as keep himself up to date on 
the subject through continuing close 
contact via the channels of his own Civil 
Preparedness organization. 



IMPORTANT 

Our nation needs thousands of capa- 
ble, trained RADEF Officers ... In- 
structors can and will provide the 
training . . . the individual, however, 
must provide the capability! 
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A 

ABSORBED DOSE: see DOSE, 

AFTERWINDS: Wind currents set up in 
the vicinity of a nuclear explosion di« 
rected toward the burst center, result- 
ing from the updraft accompanying the 
rise of the fireball. 

AIR BURST: The explosion of a nuclear 
weapon at such a height that the ex- 
panding fireball does not touch the 
earth's surface when the luminosity is a 
maximum (in the second pulse), 

ALPHA PARTICLE: A particle emitted 
spontaneously from the nuclei of some 
radioactive elements. It is identical with 
a helium nucleus, having a mass of four 
units and an electric charge of two posi- 
tive units. See Radioactivity. 

AMBIENT: Going or moving around; also 
enclosing encompassing. 

ATOM: The smallest (or ultimate) particle 
of an element that still retains the char- 
acteristics of that element. Every atom 
consists of a positively charged central 
nucleus, which carries nearly all the 
mass of the atom, surrounded by a num- 
ber of negatively charged electrons, so 
that the whole system is electrically 
neutral. See Element, Electron, Nucleus. 

ATOMIC BOMB (OR WEAPON): A term 
sometimes applied to a nuclear weapon 
utilizing fission energy only. See Fis- 
sioriy Nuclear Weapoyi. 

ATOMIC CLOUD: See Radioactive Cloud. 

ATOMIC NUMBER: See Nucleus. 



' When possible, tlermitions have been reprinted from the glossary of 
The Effects of ls^ui'lear Weapons. February 196-1, 



ATOMIC WEIGHT: The relative weight of 
an atom of the given element. As a basis 
of reference, the atomic weight of the 
common isotope of carbon (carbon 12) is 
taken to be exactly 12; the atomic 
weight of hydrogen (the lightest ele- 
ment) is then 1.008. Hence, the atomic 
weight of any element is approximately 
the weight of an atom of that element 
relative to the weight of a hydrogen 
atom. 

AVALANCHE EFFECT: The multiplica- 
tive process in which a single charged 
particle accelerated by a strong electric 
field produces additional charged parti- 
cles through collision with neutral gas 
molecules. This cumulative increase of 
ions is also known as Townsend ioniza- 
tion or a Townsend avalanche. Ava- 
lanche occurs in the Geiger tube of a CD 
V-700. 

B 

BACKGROUND RADIATION: Nuclear (or 
ionizing) radiations arising from within 
the body and from the surroundings to 
which individuals are always exposed. 
The main sources of the natural back- 
ground radiation are potassium~40 in 
the body, potassium~40 and thorium, 
uranium, and their decay products (in- 
cluding radium) present in rocks, and 
cosmic rays. 

BARRIER SHIELDING: Shielding gained 
by interposing a physical barrier be- 
tween a given point and radiation 
source. 

BETA PARTICLE: A charged particle of 
very small mass emitted spontaneously 
from the nuclei of certain radioactive 
elements. Most (if not all) of the direct 
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fission products emit (negative) beta 
particles. Physically, the beta particle is 
identical with an electron moving at 
high velocity. See Electron, Fission 
Products^ Radioactivity. 

BINDING ENERGY: The tremendous en- 
ergy which holds the neutrons and pro- 
tons of an atomic nucleus together. 

BIOLOGICAL DOSE: See Dose. 

BLAST WAVE: A pulse of air in which the 
pressure increases sharply at the front, 
accompanied by winds, propagated con- 
tinuously from an explosion. See Shock 
Wave. 

BODY BURDEN: The amount of radioac- 
tive material in the body at a given 
time. 

C 

CALIBRATION: Determination of varia- 
tion in accuracy of radiological instru- 
ments. Radioactive sources are used to 
produce known exposure rates at speci- 
fied distances. The variation in accuracy 
of a radiological instrument can be de- 
termined by comparing it with these 
known exposure rates. 

CHAIN REACTION: When a fissionable 
nucleus is split by a neutron it releases 
energy and one or more neutrons. These 
iri turn split more fissionable-nuclei re- 
le^asing more energy and neutrons, thus 
^mjiking the process a self-sustaining 
chain reaction. 

CHROMOSOME: One of the particles into 
which a portion of the cell nucleus splits 
up prior to cell division: assumed to be 
determinants of species and of sex. 

CLEAN WEAPON: One in which meas- 
ures have been taken to reduce the 
amount of residual radioactivity rela- 
tive to a ^'normal" weapon of the same 
energy yield. 

COMPTON EFFECT: The scattering- oi 
photons (of gamma or X-rays) by the 
orbital electrons of atoms. In a collision 
between a (primary) photon and an elec- 
tron, some of the energy of the photon is 
transferred to the electron which is gen- 
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erally ejected from the atom. Another 
(secondary) photon, with less energy, 
then moves off in a new direction at an 
angle to the direction of motion of the 
primary photon. 

CONTAINED UNDERGROUND BURST: 
An underground detonation at such a 
depth that none of the radioactive resi- 
dues escape through the surface of the 
ground. 

CONTAMINATION: The deposit of radio- 
active material on the surfaces of struc- 
tures, areas, objects, or personnel, fol- 
lowing a nuclear explosion. This mate- 
rial generally consists of fallout in 
which fission products and other 
weapon debris have become incorpo- 
rated with particles of dirt, etc. Contam- 
ination can also arise from the radioac- 
tivity induced in certain substances by 
the action of neutrons from a nuclear 
explosion. See Decontamination ^ Fal- 
lout, Induced Radioactivity, Weapon De- 
br'is. 

CONTAMINATION CONTROL: Action to 
prevent the spread of fallout and reduce 
contamination of people, areas, equip- 
ment, food and water. 

COSMIC RAYS: Very high energy particu- 
late (particles) and electromagnetic 
(rays) radiations which originate out in 
space and constantly bombard the 
earth. 

CRITICAL MASS: The minimum mass of 
a fissionable material that will just 
maintain a fission chain reaction under 
precisely specified conditions, such as 
the nature of the material and its pu- 
rity, the nature and thickness of the 
tamper (or neutron reflector), the den- 
sity (or compression), and the physical 
shape (or geometry). For an explosion to 
occur, the system must be supercritical, 
i.e., the mass of material must exceed 
^the critical mass under the existing 
conditions. See Supercritical. 

CURIE (Ci): A unit of radioactivity; it is 
the- quantity of any radioactive species 
in which 3.700 x 10'" nuclear disintegra- 
tions occur per second. The GAMMA 



CURIE is sometimes defined corre- 
spondingly as the quantity of material 
in which this number of gamma-ray pho- 
tons are emitted per second. 

CYCLOTRON: An apparatus which ob- 
tains high-energy electrically charged 
particles by whirling them at immense 
speeds in a strong magnetic field; used 
especially to create artificial radioactiv- 
ity; an atom smasher. 



D 

DAUGHTER PRODUCT: The product (dif- 
ferent element) formed when a radioac- 
tive material decays. Some radioactive 
elements will form many daughter prod- 
ucts during their decay to a stable state. 

DECAY (OR RADIOACTIVE DECAY): 
The decrease in activity of any radioac- 
tive material with the passage of time, 
due to the spontaneous emission from 
^ the atomic nuclei of either alpha or beta 
particles, sometimes accompanied by 
gamma radiation. See Half-Life, Radio- 
activity. 

DECONTAMINATION: The reduction or 
rdrnoval of contaminating radioactive 
mlaterial from a structure, area, object, 
6if' person. Decontamination may be ac- 
cpmpiished by (1) treating the surface so 
as to remove or decrease the contamina- 
tion; (2) letting the material stand so 
that the radioactivity is decreased as a 
result of natural decay; and (3) covering 
the contamination. 

DEUTERIUM: An isotope of hydrogen of 
mass 2 units; it is sometimes referred to 
as heavy hydrogen. It can be used in 
thermonuclear fusion reactions for the 
release of energy. Deuterium is ex- 
tracted from water which always con- 
tains 1 atom of deuterium to about 6,500 
atoms of ordinary (light) hydrogen. See 
Fusion y Theimonuciear. 

DIRTY WEAPON: One which produces a 
larger amount of radioactive residues 
than a ''normal" weapon of the same 
yield. 
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DOSE ^: A (total or accumulated) quantity • 
of ionizing (or nuclear) radiation. The 
term dose can be used in the sense of 
the exposure dose, expressed in roent- 
gens, which is a measure of the total 
amount of ionization that the quantity 
of radiation could produce in air. This 
should be distinguished from the ab- 
sorbed dose, given in reps or rads, which 
represent the energy absorbed from the 
radiation per gram of specified body tis- 
sue. Further, the biological dose, in 
rems, is a measure of the biological ef- 
fectiveness of the radiation exposure. 
See RAD, REM, REP, Roentgen. ' 

DOSE RATE ': As a general rule, the 
amount of ionizing (or nuclear) radia- 
tion to which an individual would be 
exposed or which he would receive per 
unit of time. It is usually expressed as 
roentgens, rads, or rems per hour or in 
multiples or submultiples of these units, 
such as milliroentgens per hour. The 
dose rate is commonly used to indicate 
the level of radioactivity in a contami- 
nated area. 

DOSIMETER: An instrument for measur- 
ing and registering total accumulated 
exposure to ionizing radiations. 

DRAG LOADING: The force on an object 
or structure due to the transient .winds 
accompanying the passage of a blast 
wave. The drag pressure is the product 
of the dynamic pressure and the drag 
coefficient which is dependent upon the 
shape (or geometry) of the structure or 
object. See Dynamic, Pressure. 

DYNAMIC PRESSURE: The air pressure 
which results from the mass air flow (or 
wind) behind the shock front of a blast 
wave. It is equal to the product of half 
the density of the* air through which the 
blast wave passes and the square of the 
particle (or wind) velocity behind the 
shock front as it impinges on the object 
or structure. 



» In this revised lex I, "exposure" and "exposure rate" have been sub- 
stituted for "dosi?" and "dose riiLe" in those instanee.s where the meas- 
urement is oxplicitly or implied in roentj^en units. I^oso and dose rate 
have been retained where the nionninj; is an absorbed quantity or rate 
jn rad or rem units, 
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E 

EARLY FALLOUT: See Fallout. 

ELECTROMAGNETIC PULSE (EMP): 
Energy radiated by a nuclear detona- 
tion in the medium-to-low frequency 
range that may affect or damage electri- 
cal or electronic components and equip- 
ment. 

ELECTROMAGNETIC RADIATION: A 
traveling wave motion resulting from 
oscillating magnetic and electric fields. 
Familiar electromagnetic radiations 
range from X-rays (and gamma rays) of 
short wavelength, through the ultravi- 
olet, visible, and infrared regions, to ra- 
dar and radio waves of relatively long 
wavelength. All electromagnetic radia- 
tions travel in a vacuum with the veloc- 
ity of light. See Photon. 

ELECTRON: A particle of very small 
mass, carrying a unit negative or posi- 
tive charge. Negative electrons, sur- 
rounding the nucleus, are present in all 
atoms; their number is equal to the 
number of positive charges (or protons) 
in the particular nucleus. The term elec- 
tron, where used alone, commonly refers 
to these negative electrons. A positive 
electron is usually called a positron, and 
a negative electron ig sometimes called 
a negatron. See Beta Particle. 

ELECTRON VOLT (eV): The energy im- 
parted to an electron when it is moved 
through a potential difference of 1 volt. 
It is equivalent to 1.6 x 10-'- erg. 

ELEMENT: One of the distinct, basic vari- 
eties of matter occuring in nature 
which, individually or in combination, 
compose substances of all kinds. Approx- 
imately ninety different elements are 
known to exist in nature and several 
others, including plutonium, have been 
obtained as a result of nuclear reactions 
with these elements. 

EMERGENCY OPERATING CENTER 
(EOC): The protected site from which 
civil government officials exercise direc- 
tion and control in an emergency. 

ENERGY: Capacity for performing work. 



EPIDERMIS: The outer skin. 

EPILATION: Loss of hair. 

ERG: A unit of energy or work. An erg is 
the energy required for an electron to 
ionize about 20 billion molecules of air. 

ERYTHEMA: A superficial skin disease 
characterized by abnormal redness, but 
without swelling or fever. 

EXCITATION: The raising or transfer- 
ring of an atom from its normal energy 
level to a higher energy level. 

EXPOSURE CONTROL: Procedures 
taken to keep radiation exposures of 
individuals or groups from exceeding a 
recommended level, such as keeping out- 
side missions as short as possible. 

EXPOSURE: See Dose. 

EXPOSURE RATE: See Dose Rate. 



F 

FALLOUT: The process or phenomenon of 
the fallback to the earth's surface of 
particles contaminated with radioactive 
material from the radioactive cloud. The 
term is also applied in a collective sense 
to the contaminated particulate matter 
itself. The early (or local) fallout is de- 
fined, somewhat arbitrarily, as those 
particles which reach the earth within 
24 hours after a nuclear explosion. The 
delayed (or worldwide) fallout consists of 
the smaller particles which ascend into 
the upper troposphere and into the 
stratosphere and are carried by winds to 
all parts of the earth. The delayed fal- 
lout is brought to earth, mainly by rain 
and snow, ,over extended periods rang- 
ing from months to years. 

FALLOUT MONITORING STATION: A 
designated facility for the collection of 
radiological data by trained and assigned 
monitors using instruments stored or 
assigned to that location. It should have 
good fallout protection and relatively 
reliable communications. Examples 
might be a fire station, police or public 
works building, public fallout shelter, 
etc. 
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FILM BADGE: A small metal or plastic 
frame, in the form of a badge, worn by 
personnel, and containing X-ray (or sim- 
ilar photographic) film for estimating 
the total amount of ionizing (or nuclear) 
radiation to which an individual has 
been exposed. 

FIREBALL: The luminous sphere of hot 
gases which form a few millionths of a 
second after a nuclear explosion as the 
result of the absorption by the sur- 
rounding medium of the thermal X-rays 
emitted by the extremely hot (several 
tens of millions degrees) weapon resi- 
dues. The exterior of the fireball in airjs 
initially sharply defined by the lumli- 
nous shock front and later by the limits 
of the hot gases themselves (radiation 
front). 

FIRE STORM: Stationary mass fire, gen- 
erally in built-up urban areas, generat- 
ing strong, inrushing winds from all si- 
des; the winds keep the fires from 
spreading while adding fresh oxygen to 
increase their intensity. 

FISSION: The process whereby the nu- 
cleus of a particular heavy element 
splits into (generally) two nuclei of 
lighter elements, with the release of 
substantial amounts of energy. The 
most important fissionable materials 
are uranium 235 and plutonium 239. 

FISSION FRACTION: The fraction (or 
percentage) of the total yield of a nu- 
clear weapon which is due to fission* For 
thermonuclear weapons the average 
value of the fission fraction is about 50 
percent.* 

FISSION PRODUCTS: A general term for 
the complex mixture of substances pro- 
duced as a result of nuclear fission. A 
distinction should be made between 
these and the direct fission products or 
fission fragments which are formed by 
the actual splitting of the heavy-ele- 
ment nuclei. Something like 80 different 
fission fragments result from roughly 40 
different modes of fission of a given 
nuclear species, e.g., uranium 235 or plu- 
tonium 239. The fission fragments, being 
radioactive, immediately begin to decay. 



forming additional (daughter) products, 
with the result that the complex mix- 
ture of fission products so formed con- 
tains about 200 different isotopes of 36 
elements. 

FLASH BURN: A burn caused by exces- 
sive exposure (of bare skin) to thermal 
radiation. See Themnal Radiation, 

FRACTIONATION: Any one of several 
processes, apart from radioactive decay, 
which results in change in the composi- 
ton of the radioactive weapon debris. 
As a result of fractionation, the delayed 
fallout generally contains relatively 
more of strontium 90 and cesium 137, 
which have gaseous precursors, than 
does the early fallout from a surface 
burst. 

FREE AIR OVEJl'PRESSURE (OR FREE 
FIELD OVERPRESSURE): The unre- 
flected pressure, in excess of the am- 
bient atmospheric pressure, created in 
the air by the blast wave from an explo- 
sion. 

FUSION: The process whereby the nuclei 
of light elements, especially those of the 
isotopes of hydrogen, namely, deuterium 
and tritium, combine to form the nu- 
cleus of a heavier element with the re- 
lease of substantial amounts of energy. 
See Thermonuclear. 

G 

GAMMA RAYS (OR RADIATIONS): Elec- 
tromagnetic radiations of high energy 
originating in atomic nuclei and accom- 
panying many nuclear reactions, e.g., 
fission, radioactivity, and neutron cap- 
ture. Physically, gamma rays are identi- 
cal with X-rays of high energy, the only 
essential difference being that the X- 
rays do not originate from atomic nuclei, 
but are produced in other ways, e.g., by 
slowing down (fast) electrons of high 
energy. See Electromagnetic Radiation^ 
X'Rays, 

GEIGER COUNTER: An electrical device 
which can be used for detecting and 
measuring relatively low levels of nu- 
clear radiation. 
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GENETICT EFFECT: The effect (of nuclear 
radiation, in particular) of producing 
changes (mutations) in the hereditary 
components (genes) in the germ cells 
present in the reproductive organs (gon- 
ads). A mutant gene causes changes in 
the next generation which may or may 
not be apparent. 

GEOMETRY SHIELDING: Shielding 
gained by distance from the source of 
radiation, 

GRAM: A unit of mass and weight in the 
metric system equal to approximately 
one-thirtieth of an ounce. 

GROUND ZERO: The point on the surface 
of land or water vertically below or 
above the center of a burst of a nuclear 
(or atomic) weapon; frequently abbrevi- 
ated to GZ. For a burst over or under 
water, the term surface zero should 
preferably be used. 

GUN-TYPE WEAPON: A device in which 
two or more pieces of fissionable mate- 
rial, each less than a critical mass, are 
brought together very rapidly so as to 
form a supercritical mass which can ex- 
plode as the result of a rapidly expand- 
ing fission chain. 

H 

HALF-LIFE: The time required for the 
activity of a given radioactive species to 
decrease to half of its initial value due 
to radioactive decay. The half-life is a 
characteristic property of each radioac- 
tive species and is independent of its 
amount or condition. The effective half- 
life of a given isotope is the time in 
which the-quantity in the body will de- 
crease to half as a result of both radioac- 
tive decay and biological elimination. 

HALF- VALUE THICKNESS: The thick- 
ness of a given material whicht-^will ab- 
sorb half the gamma radiation incident 
upon it. This thickness depends on the 
nature of the material — it is roughly 
inv^'ersely proportional to its density — 
and also on the energy of the gamma 
rays. 

HALOGEN: The family of elements con- 
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taining fluorine, chlorine, bromine, io- 
dine and astatine. 

HEAVY HYDROGEN: See DeuteHum. 

HEAVY WATER: Water containing heavy 
hydrogen (deuterium) atoms in place of 
the normal hydrogen atoms. 

HIGH-ALTITUDE BURST: This is de- 
fined, somewhat arbitrarily, as a deto- 
nation at an altitude over 100,000 feet. 
Above this level the distribution of the 
energy of the explosion between blast 
and thermal radiation changes appreci- 
ably with increasing altitude due to 
changes in the fireball phenomena. 

HOT SPOT: Region in a contaminated 
area in which the level of radioactive 
contamination is somewhat greater 
than in neighboring regions in the area. 
See Contamination. 
HYDROGEN BOMB (OR WEAPON): A 
term sometimes applied to nuclear 
weapons in which part of the explosive 
energy is obtained from nuclear fusion 
(or thermonuclear) reactions. See Fu- 
sio7i, Nuclear Weapon, Thermonuclear. 

I 

IMPLOSION WEAPON: A device in which 
a quantity of fissionable material, less 
than a critical mass, has its volume sud- 
denly decreased by *:0Tnpression, so that 
it becomes supercritical and an explo- 
sion can take place. The compression is 
achieved by means of a spherical ar- 
rangement of specially fabricated 
shapes of ordinary high explosive which 
produce an inwardly directed implosion 
wave, the fissionable material being at 
the center of the sphere. See Supercriti- 
cal. 

INDUCED RADIOACTIVITY: Radioactiv- 
ity produced in certain materials as a 
result of nuclear reactions, particularly 
the capture of neutrons, which are ac- 
companied by the formation of unstable 
v' (radioactive) nuclei. The activity in- 
duced by neutrons from a nuclear (or 
atomic) explosion in materials contain- 
ing-'the elements sodium, manganese, 
silicon, or aluminum may be significant. 



INFRARED: Electromagnetic radiations 
of wavelength between the longest visi- 
ble red (7,000 Angstroms or 7 x 10"* 
millimeter) and about 1 millimeter. See 
Electromagnetic Radiation. 

INITIAL NUCLEAR RADIATION: Nu- 
clear radiation (essentially neutrons 
and gamma rays) emitted from the fire- 
ball and the cloud column during the 
first minute after a nuclear (or atomic) 
explosion.^ The time limit of one minute 
is set, somewhat arbitrarily, as that re- 
quired for the source of part of the ra- 
diations (fission products, etc., in the 
radioactive cloud) to attain such a 
height that only insignificant amounts 
reach the earth's surface. See Residual 
Nuclear Radiation. 

INTENSITY: The energy (of any radia- 
tion) incident upon (or flowing through) 
unit area, perpendicular to the radiation 
beam, in unit time. The intensity of 
thermal radiation is generally expressed 
in calories per square centimeter per 
second falling on a given surface at any 
specified instant. As applied to nuclear 
radiation, the term intensity is some- 
times used, rather loosely, to express 
the exposure rate at a giver, location, 
e,g, in roentgens (or milliroentgens) per 
hour. 

INTERNAL RADIATION: Nuclear radia- 
tion (alpha and beta particles and 
gamma radiation) resulting from radio- 
active substances in the body. Impor- 
tant sources are iodine 131 in the thy- 
roid gland, and strontium 90 and pluton- 
ium 239 in the bone. 

INVERSE SQUARE LAW: The law which 
states that when radiation (thermal or 

: nuclear) from a point source is emitted 
uniformly in all directions, the amount 
received per unit area at any given dis- 
tance from the source, assuming no ab- 
sorption, is inversely proportional to the 
square of that distance. 

IONIZATION: The separation of a nor- 
mally electrically neutral atom or mole- 
cule into electrically charged compo- 
nents. The term is also employed to de- 
scribe the degree or extent to which this 



, separation occurs. In the sense used in 
this book, ionization refers especially to 
the removal of an electron (negative 
charge) from the atom or molecule, 
either directly or indirectly, leaving a 
positively charged ion. The separated 
electron and ion are referred to as an 
ion pair. See Ionizing Radiation. 

ION PAIR: See Ionization. 

IONIZING RADIATION: Electromagnetic 
radiatic* ^gamma rays^or X-rays) or 
particulate radiation (alpha particles, 
beta particles, neutrons, etc.) capable or 
producing ions, i.e., electrically charged 
particles, directly or indirectly, in its 
passage through matter. 

ISOCROME: A line connecting those 
points on the earth at which fallout 
from any one weapon is forecast to 
reach the surface at the same time. 

ISOTOPES: Forms of the same element 
having identical chemical properties but 
differing in their atomic masses (due to 
different numbers of neutrons in their 
respective nuclei) and in their nuclear 
properties, e.g., radioactivity, fission, 
etc. For example, hydrogen has three 
isotopes, with masses of 1 (hydrogen), 2 
(deuterium), and 3 (tritium) units, respec- 
tively. The first two of these are stable 
(nonradioactive), but the third (tritium) 
is a radioactive isotope. Both of the com- 
mon isotopes of uranium, with masses of 
235 and 238 units, respectively, are ra- 
dioactive, emitting alpha particles, but 
their half-lives are different. Further- 
more, uranium 235 is fissionable by neu- 
trons of all energies, but uranium 238 
will undergo fission only with neutrons 
of high energy. See Nucleus. 

J 

(None) 
K 

KILO-ELECTRON VOLT (keV): An 
amount of energy equal to 1,000 electron 
volts. See Electron Volt. 

KILOTON ENERGY (KT): The energy of a 
nuclear (or atomic) explosion which is 
equivalent to that produced by the ex- 
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plosion of 1 kiloton (i.e., 1,000 tons) of 
TNT, i.e., 10^'- calories of 4.2 xlO'» ergs. 
See Megaton Energy , TNT Equivalent, 

L 

LD/50 or LD~50 or LD^^: Abbreviations for 
median lethal dose. See Median Lethal 
Dose. 

M 

MACH EFFECT: See Mach Stem. 

MAGH STEM: The shock front formed by 
the fusion of the incident and reflected 
shock fronts from an explosion. The 
term is generally used with reference to 
a blast wave, propagated in the air, re- 
flected at the surface of the earth. The 
Mach stem is nearly perpendicular to 
the reflecting surface and presents a 
slightly convex (forward) front. The 
Mach stem is also called the Mach front. 

MALAISE: Uneasiness. Discomfort. 

MASS: A measure of the quantity of mat- 
ter. The material equivalent of energy. 
Mass and energy are different forms of 
the same thing. 

MASS NUMBER: See Nice lens. 

MEDIAN LETHAL DOSE: The amount of 
ionizing (or nuclear) radiation exposure 
over the whole body which, it is ex- 
pected, would be fatal to 50 percent of a 
large group of living creatures or orga- 
nisms. It is commonly (although not uni- 
versally) accepted that about 450 roent- 
gens, received over the whole body in 
the course of a few days or less, is the 
median lethal dose for human beings. 

MEGACURIE: One million curies. See 
Giij-ie. 

MEGATON ENERGY (MT): The energy 
of a nuclear explosion which is equiva- 
lent to 1,000,000 tons (or 1,000 kilo-tons) 
of TNT, i.e., 10^^ calories or 4.2 x 10^^ egs. 
See TNT Equivalent. 

MEV (MeV): Million electron volts, a unit 
of energy commonly used in nuclear 
physics. It is equivalent to 1.6 xlO"^ erg. 
Approximately 200 MeV of energy are 
produced for every nucleus that under- 
goes fission. See Electron Volt. 
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MICROCURIE: A one-millionth part of a 
curie. See Curie. 

MICRON: A one-millionth part of a meter, 
i.e., 10"** meter or lO"** centimeter; it is 
roughly four one-hundred-thousandths 
(4 xlO~*^) of an inch. 

MICROSECOND: A one-millionth part of a 
second. 

MILLICURIE (mCi): A one-thousandth 
part of a curie. 

MILLIREM: A one-thousandth part of a 
rerri. 

MILLIROENTGEN (mR): A one-thou- 
sandth part of a roentgen. 

MILLISECOND: A one-thousandth part 
of a second. 

MITOSIS: The process by which living 
cells multiply in the body by splitting or 
fissioning. 

MOLECULE: The smallest unit of a chem- 
ical compound. For example a molecule 
of water consists of two hydrogen atoms 
combined with one atom of oxygen 
(H.^0), and a molecule of sugar consists 
of a combination of twelve carbon at- 
oms, twenty-two hydrogen atoms, and 
eleven oxygen atoms (CpiH^j.^Ou). 

MONITOR: An individual trained to meas- 
ure, record, and report radiation expo- 
sure and exposure rates; provide limited 
field guidance on radiation hazards as- 
sociated with operations to which he is 
assigned; and perform operator's main- 
tenance of radiological instruments. 

MONITORING: The procedure or opera- 
tion of locating and measuring radioac- 
tive contamination by means of survey 
instruments which can detect and meas- 
ure ionizing radiations. The individual 
performing the operation is called a 
monitor. 

MUTATION: A change in the characteris- 
tics of an organism produced by altering 
the usual hereditary pattern. Radiation 
can cause mutations in all living things. 

N 

NEGATIVE PHASE: See Shock Wave. 
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NEUTRON: A neutral particle, i.e., with 
no electrical charge, of approximately 
unit mass, present in all atomic nuclei, 
except those of ordinary (light) hydro- 
gen. Neutrons are required to initiate 
the fission process, and large numbers 
of neutrons are produced by both fission 
> and fusion reactions in nuclear explo- 
sions. 

NUCLEAR FISSION: See Fissioyi. 

NUCLEAR RADIATION: Particulate and 
electromagnetic radiation emitted from 
atomic nuclei in various nuclear proc- 
esses. The important nuclear radiations, 
from the weapons standpoint, are alpha 
and beta particles, gamma rays, and 
neutrons. All nuclear radiations are ion- 
izing radiations, but the reverse is not 
true; X-rays, for example, are included 
among ionizing radiations, but they are 
not nuclear radiations since they do not 
originate from atomic nuclei. See Ioniz- 
ing Radiation y X-Rays, 

NUCLEAR REACTOR: An apparatus in 
which nuclear fission is sustained in a 
regulated seli'-supporting chain reaction. 

NUCLEAR WEAPON (OR BOMB): A gen- 
eral name given to any weapon in which 
the explosion results from the energy 
released by reactions involving atomic 
nuclei, either fission* or fusion or both. 

^ Thus, the A- (or atomic) bomb and the 
H- (or hydrogen) bomb are both nuclear 
weapons. It would be equally true to call 
them atomic weapons, since it is the 
energy of atomic nuclei that is involved 
in each case. However, it has become 
more-or-less customary, although it is 
not strictly accurate, to refer to weap- 
ons in which all the energy results from 
fission as A-bombs or atomic bombs. In 
order to make a distinction, those weap- 
ons in which part, at least, of the energy 
results from thermonuclear (fusion) re- 
actions among the isotopes of hydrogen 
have been called H-bombs or hydrogen 
bombs. 

NUCLEON: The common name for a con- 
stituent particle of a nucleus such as a 
proton or neutron. 



NUCLEUS (OR ATOMIC NUCLEUS): The 
small, central, positively charged region 
of an atom which carries essentially all 
the mass. Except for the nucleus of ordi- 
nary (light) hydrogen, which is a single 
proton, all atomic nuclei contain both 
protons and neutrons. The number of 
protons determines the total positive 
charge, or atomic number; this is the 
same for all the atomic nuclei of a given 
chemical element. The total number of 
neutrons and protons, called the mass 
number, is closely related to the mass 
(or weight) of the atom. The nuclei of 
isotopes of a given element contain the 
same number of protons, but different 
numbers of neutrons. They thus have 
the same atomic number, and so are the 
same element, but they have different 
mass numbers (and masses). The nu- 
clear properties, e.g., radioactivity, fis- 
sion, neutron capture, etc., of an isotope 
of a given element are determined by 
both the number of neutrons and the 
number of protons. See Atoniy Element, 
Isotope, Neutron, Proton. 

NUDET: Report of nuclear detonation. 
O 

ORGAN: Organized group of tissue having 
one or more definite functions to per- 
form in a living body. 

OUTSIDE/INSIDE RATIO (01): The 
measured ratio of the fallout gamma 
radiation exposure rate at some point 
outside a shelter to the exposure rate at 
some point inside the shelter. For radiol- 
ogical defense purposes, the specific out- 
side point selected should have minimal 
protection. (See Protection Factor.) 

OVERPRESSURE: The transient pres- 
sure, usually expressed in pounds per 
square inch, exceeding the ambient 
pressure, manifested in the shock (or 
blast) wave fromyan explosion. The vari- 
ation of the overpressure with time de- 
pends on the energy yield of the explo- 
sion, the distance from the point of 
burst, and the medium in which the 
weapon is detonated. The peak overpres- 
sure is the maximum value of the over- 
is 
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pressure at a given location and is gen- 
erally experienced at the instant the 
shock (or blast) wave reaches that loca- 
tion. See Shock Wave. 

P 

PAIR PRODUCTION: The process 
whereby a gamma-ray (or X-ray) pho- 
ton, with energy in excess of 1.02 MeV. 
in passing near the nucleus of an atom 
is converted into a positive electron and 
a negative electron. As a result, the 
photon ceases to exist. See Photon, 

PEAK OVERPRESSURE: The maximum 
overpressure value at the blast front. 

PERIODIC TABLE: A chart showing the 
Arrangement of chemical elements in 
order of increasing atomic number in 
addition to grouping according to cer- 
tain chemical similarities. 

PERSONNEL EXPOSURE MEASURE- 
MEt-^TH^^ The measured exposure re- 
ceived by shelter occupants and opera- 
tions personnel in the field. 

PHOTOELECTRIC EFFECT: The process 
whereby a gamma-ray (or X-ray) pho- 
ton, with energy somewhat greater than 
that of the binding energy of an electron 
in an atom, transfers all its energy to 
the electron which is consequently re- 
moved from the atom. Since it has lost 
all its energy, the photon ceases to exist. 
See Photon. 

PHOTON: A unit or ^^particle'^ of electrom- 
agnetic radiation, possessing a quantum 
of energy which is characteristic of the 
particular radiation. If v is the fre- 
quency of the radiation in cycles per 
second and \ is the wave length in centi- 
meters, the energy quantum of the pho- 
ton in ergs is kv or hck where h is 
Planck's constant, 6.62 x lO-'^V erg-sec- 
ond and c is the velocity of light 
(3.00 X 10'° centimeters per second). For 
gamma rays, the photon energy is us- 
ually expressed in million electron volt 
(MeV) units, i.e., 1.24 x 10-'^\ where k is 
in centimeters or 1.24 x 10-V\ if k is in 
Angstroms. 

PIG: A container (usually lead) used to 
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transport and store radioactive mate- 
rials. The thick walls protect the person 
handling the container from nuclear ra- 
diation. 

PLUTONIUM: (Chemical symbol Pu.) A 
man made transuranium element, 
atomic number 94. When uranium 238 is 
bombarded with neutrons in an atomic 
reactor some of the uranium is con- 
verted by nuclear reactions into pluton- 
ium, a fissionable material. 

POINT SOURCE: A point at which radio- 
activity is concentrated as opposed to an 
area over which radioactive material 
might be spread. The DCPA Training 
Source Set sealed capsule is an example 
of a point source. 

POSITRON: Positively charged electron. 

POSITIVE PHASE: See Shock Wave, 

PROTECTION FACTOR (PF): The ratio of 
gamma radiation exposure at a Stand- 
ard Unprotected Location to exposure 
at a protected location, such as a fallout 
shelter. The Standard Unprotected Lo- 
cation is defined as a point 3 feet above 
an infinite, smooth, ground plane unifor- 
mally covered with fallout. Protection 
factor is a calculated value suitable for 
planning purposes as an indicator of 
relative protection. (See Outside/Inside 
Ratio.) 

PROTON: A particle of mass (approxi- 
mately) unity carrying a unit positive 
charge; it is identical physically with 
the nucleus of the ordinary (light) hy- 
drogen atom. All atomic nuclei contain 
protons. -See Nucleus, 

Q 

(None) 
. R 

RAD: A unit of absorbed dose of radiation; 
it represents the absorption of 100 ergs 
of nuclear (or ionizing) radiation per 
gram of the absorbing material or tis- 
sue. 

RADEF: Radiological Defense. 



RADIOACTIVE CLOUD: An all-inclusive 
term for the mixture of hot gases, 
smoke, dust, and other particulate mat- 
ter from the weapon itself and from the 
environment, which is carried aloft in 
conjunction with the rising fireball pro- 
duced by the detonation of a nuclear 
weapon. 

RADIOACTIVITY: The spontaneous dis- 
integration of unstable nuclei with the 
resulting emission of nuclear radiation. 

RADIATION EXPOSURE RECORD: The 
card issued to individuals for recording 
their personal radiation exposures. 

RADIATION INJURY: The harmful ef- 
fects caused by ionizing radiation. 

RADIOLOGICAL DEFENSE: The organ- 
ized effort, through warning, detection, 
and preventive and remedial measures, 
to minimize the effect of nuclear radia- 
tion on people and resources. 

RBE (RELATIVE BIOLOGICAL EFFEC- 
TIVENESS): The ratio of the number of 
rads of gamma radiation of a certain 
energy which will produce a specified 
biological effect to the number of rads of 
another radiation required to produce 
the same effect is the RBE of this latter 
radiation. 

REM: A unit of biological dose of radia- 
tion; the name is derived from the initial 
letters of the term "roentgen equivalent 
man (or mammal)." See RAD, 

REMEDIAL MOVEMENT: Movement of 
people postattack to a less contami- 
nated area or a better protected loca- 
tion. 

REP: A unit of absorbed dose of radiation 
now being replaced by the rad; the name 
rep is derived from the initial letters of 
the term **roentgen equivalent physi- 
cal." Basically, the rep was intended to 
express the amount of energy absorbed 
per gram of soft tissue as a result of 
exposure to 1 roentgen of gamma (or X-) 
raidation. This is estimated to be about 
97 ergs, although the 'actual value de- 
pends on certain experimental data 
which are not precisely known. The rep 
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is thus defined, in general, as the dose of 
any ionizing radiation which results in 
the absorption of about 97 ergs of en- 
ergy per gram of soft tissue. For soft 
tissue, the rep and the rad are essen- 
tially the same. See RAD, Roentgen: 

RESIDUAL NUCLEAR RADIATION: 
Nuclear radiation, chiefly beta particles 
and gamma rays, which persists for 
some time following a nuclear (or 
atomic) explosion. The radiation is emit- 
ted mainly by the fission products and 
other bomb residues in the fallout, and 
to some extent by earth and water con- 
stituents, and other materials, in which 
radioactivity has been induced by the 
capture of neutrons. See Fallouty In- 
duced Radioactivity y Initial Nuclear Ra- 
diation, 

ROENTGEN (R): A unit of exposure to 
gamma (or X-) radiation. It is defined 
precisely as the quantity of gamma (or 
X-) radiation such that the associated 
corpuscular emission per 0.001293 gram 
of air produces, in air, ions carrying one 
electrostatic unit quantity of electricity 
of either sign. From the accepted value 
(34 electron volts) for the energy lost by 
an electron in producing a positive-neg- 
ative ion pair in air, it is estimated that 
1 roentgen of gamma (or X-) radiation, 
would result in the absorption of about 
87 ergs of energy per gram of air. 

S 

SHELTER: A habitable structure or space 
stocked with essential provisions and 
used to protect its occupants from fal- 
lout radiation. 

SHIELDING: Any material or obstruction 
which absorbs radiation and thus tends 
to protect personnel or materials from 
the effects of a nuclear explosion. A 
moderately \thick layer of any opaque 
material will provide satisfactory shield- 
ing from thermal radiation, but a con- 
siderable thickness of material of high 
density may be needed for nuclear ra- 
diation shielding. 

SHOCK WAVE: A continuously propa- 
gated pressure pulse (or wave) in the 
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surrounding medium which may be air, 
water, or earth, initiated by the expan- 
sion of the hot gases produced in an 
explosion. A shock wave in air is gener- 
ally referred to as a blast wave, because 
it resembles and is accompanied by 
strong, but transient, winds. The dura- 
tion of a shock (or blast) wave is distin- 
guished by two phases. First there is the 
positive ^(or compression) phase during 
which the pressure rises very sharply to 
a value that is higher than ambient and 
then decreases rapidly to the ambient 
pressure. The positive phase for the dy- 
namic pressure is somewhat longer than 
for overpressure, due to the momentum 
of the moving air behind the shock 
front. The duration of the positive phase 
increases and the maximum (peak) pres- 
sure decreases with increasing distance 
from an explosion of given energy yield. 
In the second phase, the negative (or 
suction) phase, the pressure falls below 
ambient and then returns to the am- 
bient value. The duration of the nega- 
tive phase is approximately constant 
throughout the blast wave history and 
may be several times the duration of the 
positive phase. Deviations from the am- 
bient pressure during the negative' 
phase are never large and they decrease 
with increasing distance from the explo- 
sion. See Dynamic Pressure^ Ovei-pres- 
sure. 

SOMATIC: Of or relating to the body, as 
opposed to the spirit; physical. 

SPECTRUM: An image, visible or invisi- 
ble, formed by rays of light or other 
radiant energy, in which parts are ar- 
ranged according to their refrangibility 
or wave-length, so that all of the same 
wave-length fall together while those of 
different wave-lengths are separated 
from each other, forming a regular pro- 
gressive series. 

STRATOSPHERE: A relatively stable 
layer of the atmosphere between the 
tropopause and a height of about 30 
miles in which the temperature changes 
very little (in polar and temperate 
zones) or increases (in the tropics) with 
increasing altitudes. In the stratosphere 
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clouds of water never form and there is 
practically no convection. See Tropo- 
pause, Troposphere. 

SUBCRITICAL: The inability of a fission- 
able material to support a self-sustained 
chain reaction. 

SUBSURFACE BURST: See Underground 
Bursty Undemoater Burst, 

SUPERCRITICAL: A term used to^de- 
scribe the state of a given fission system 
when the quantity of fissionable mate- 
rial is greater than the critical mass 
under the existing conditions. A highly 
supercritical system is essential for the 
production of energy at a very rapid 
rate so that an explosion may occur. See 
Critical Mass, - 

SURFACE BURST: The explosion of a 
nuclear (or atomic) weapon at the sur- 
face of the land or water or at a height 
above the surface less than the radius of 
the fireball at maximum luminosity (in 
the second thermal pulse). An explosion 
in which the weapon is detonated ac- 
tually on the surface.(qr within 5W^'^ 
feet, where W is the explosion yield in 
kilotons, above or below the surface) is 
called a contact surface burst or a true 
surface burst. See Air Burst, 

SURVEY METER: A portable instrument, 
such as a Geiger counter or ionization 
chamber, used to detect nuclear radia- 
tion and to measure the exposure rate. 
See Monitoring. 

SYNDROME, RADIATION: The complex 
of symptoms characterizing the disease 
known as radiation injury, resulting 
from excessive exposure of the whole (or 
a large part) of the body to ionizing 
radiation. The earliest of these symp- 
toms are nausea, vomiting, and diar- 
rhea, which may be followed by loss of 
hair (epilation), hemmorhage, inflamma- 
tion of the mouth and throat, and gen- 
eral loss of energy. In severe cases, 
where the radiation exposure has been 
relatively large, death may occur within 
two to four weeks. Those who survive 6 
weeks after the receipt of a single expo- 
sure of radiation may generally be ex- 
pected to recover. 
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TAMPER: A stronft" container. 

THERMAL ENERGY: The energy emit- 
ted from the fireball as thermal radia- 
tion. The total amount of thermal en- 
ergy received per unit area at a speci- 
fied distance from a nuclear (or atomic) 
explosion is generally expressed in 
terms of calories per square centimeter. 
See Thermal Radiation. 

THERMONUCLEAR: An adjective refer- 
ring to the process (or processes) in 
which very high temperatures are us*ed 
to bring about the fusion of light nuclei, 
such as those of the hydrogen isotopes 
(deuterium and tritium), with the ac- 
companying liberation of energy. A 
thermonuclear bomb is a weapon in 
which part of the explosion energy re- 
sults from thermonuclear fusion reac 
tions. The high temperatures required 
are obtained by means of a fission explo- 
sion. See Fusion. 

THERMAL RADIATION: Electromag- 
netic radiation emitted (in two pulses 
from an air burst) from the fireball as a 
consequence of its very high tempera- 
ture; it consists essentially of ultravi- 
olet, visible, and infrared radiations. In 
the early stages (first pulse of an air 
burst), when the temperature of the 
fireball is extremely high, the ultravi- 
olet radiation predominates; in the sec- 
ond pulse, the temperatures are lower 
and most of the thermal radiation lies in 
the visible and infrared regions of the 
spectrum. From a high-altitude burst, 
the thermal radiation is emitted in a 
single short pulse. 

TNT EQUIVALENT: A measure of the 
energy released in the detonation of a 
nuclear weapon, or in the explosion of a 
given quantity of fissionable material, 
expressed in terms of the weight of TNT 
which would release the same amount of 
energy when exploded. The TNT equiva- 
lent is usually stated in kilotons or me- 
gatons. The basis of the TNT equiva- 
lence is that the explosion of 1 ton of 
TNT releases 10^ calories of energy. See 
Kiloton, MegatoUy Yield. 



TRANSMUTATION: The changing of one 
element into another by a nuclear reac- 
tion. 

TRITIUM: A radioactive isotope of hydro- 
gen, having a mass of 3 units; it is 
produced in nuclear reactors by the ac- 
tion of neutrons on lithium nuclei. 

TROPOPAUSE: The imaginary boundary 
layer dividing the stratosphere from the 
lower part of the atmosphere, the tropo- 
sphere. The tropopause normally occurs 
at an altiture of about 25,000 to 45,000 
feet in polar and temperate zones, and 
at 55,000 feet in the tropics. 

TROPOSPHERE: The region of the atmos- 
phere immediately above the earth's 
surface and up to the tropopause in 
which the temperature falls fairly regu- 
larly with increasing altitude, clouds 
form, convection is active, and mixing is 
continuous and more or less complete. 

U 

ULTRAVIOLET: Electromagnetic radia- 
tion of wave length between the short- 
est visible violet and soft X-rays. 

UNDERGROUND BURST: The explosion 
of a nuclear weapon with its center 
more than 5W^*^ feet, where W is the 
explosion yield in kilotons, beneath the 
surface of the ground. See Contained 
Underground Burst. 

UNDERWATER BURST: The explosion of 
a nuclear weapon with its center be- 
neath the surface of the water. 

URANIUM: (Chemical symbol U.) The 
heaviest naturally occurring radioactive 
element, atomic number 92. The only 
appreciable source of fissionable mate- 
rial occurring in nature is in uranium 
ore. This contains about 0.7% of the 
fissionable isotope U^^*^ and 99.3% of the 
nonfissionable isotope U^'^^ 



(None) 
W 

WEIGHT: A measure of the force with 
. which matter is attracted to the earth. 
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WORLDWIDE FALLOUT: See Fallout 



Y 



X 

X-RAYS: Electromagnetic radiations of 
high energy having wave lengths 
shorter than those in the ultraviolet 
region, i.e., less than 10"*^ cm or 100 
Angstroms. As generally produced by X- 
ray*machines, they are bremsstrahlung 
resulting from the interaction of elec- 
trons of 1 kilo-electron volt or more en- 
ergy with a metallic target. See Gamma 
Rays, Electromagnetic Radiation. 



YIELD (OR ENERGY YIELD): The total 
effective energy released in a nuclear 
explosion. It is usually expressed in 
terms of the equivalent tonnage of TNT 
required to produce the same energy 
release in an explosion. The total energy 
yield is manifested as nuclear radiation, 
thermal radiation, and shock (and blast) 
energy, the actual distribution being de- 
pendent upon the medium in which the 
explosion occurs (primarily) and also 
upon the type of weapon and the time 
after detonation. 



Z 

(None) 
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